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In building Kewanee Boilers we 
are more concerned with low heating 
costs than with building a boiler that 
can be sold at a low price. 


We could skimp on the weight of the steel; 
on the rivets; on the size of the firebox; on the 
steam space and water content—and this 
would naturally reduce the price. 
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* Rie ca 











But if we did that we would have to leave 
something out of them which helps to keep 
heating costs low. And in the end the owner would 
be the loser. 


For more than 35 years Kewanee Boilers 
have been built with that upkeep cost in mind. 
That’s why they have long been recognized as 
the most economical heating boilers that can 


be bought. 
KEWANEE BOILER COMPANY 


KEWANEE, ILLINOIS 


for Lower Heating Costs | . 
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The road to success 


Satisfied customers are the mile 
posts on the road to success 


Every time you satisfy a customer, you have 
passed another mile post on the road to 


SUCCESS. 


Every time you “slip” on something, you’ve 
lost ten miles. 


Where VQGEL products are used, there are 
no “slips.” Every YQGEL_ installation 
means another mile post passed on the journey 
forward. 


A look around you will reveal many prospects 


for VQGEL closets and hydrants. 
Get in on VQGEL profits—write for the 


catalog to-day. 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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“WOLY 


No. 586 CF Solid Flange—Female 
No. 586 CM Adjustable Flange—Male 


No, 587 AF Solid Flange—Female No, 589 F Solid Flange—Female 
No. 587 AM Adjustable Flange—Male 





No. 591 XF Solid Flange—Female 


HE improved line of Wolverine Double Sink 


Faucets are dependable. 


Over and above everything you may have or own 
the good will of customers well served is the biggest 
asset. 


Our business has been built by giving our customers 
what they want; brass goods so well made that we 
retain our customers and add to their number con- 
stantly. 


Having always availed ourselves of every oppor- 
tunity to improve our product, as a natural result 
our standard of quality is of the best and our service 
is prompt and efficient. 


Buy direct from the Wolverine and secure 
Guaranteed Protection. 


WOLVERINE BRASS WORKS 


ture 


GRAN WD ‘RA TDs“ MIcHIGAN 
WV) 


No. 588 F Solid Flange—Female 
No, 588 M Adjv 


No. 589 M Adjustable Flange—Long Shank—Male Long Shank—Male 
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No. 587 CF Solid Flange—Female 
No. 587 CM Adjustable Flange—Male 


Double Sink Faucets 


ustable Flange 
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The Johnson 
Burner swings 
easily away from 
thefurnaceforin- 
spection. 





The JOHNSON OIL BURNER 


97 


is always “Get-at-able”! 


Little attention is needed to keep 
the rugged Johnson Burner in good 
working order. But when service is 


The JOHNSON required, the Burner is always “get-at- 
Rotary Automatic able”. 
Burner 
pe ee Johnson accessibility is due to correct, 
Laboratories, the New York ; : is 
Se hai simple design, compactness and ex 
peals, and Fire Prevention clusive method of installation. Learn 


B . . *.* % . 4 
one ot eR ee more about this remarkable Oil Burn- 


er...a leader for 22 years. Write for 
illustrated booklets, 


S. T. JOHNSON CO. 


—— OIL BURNERS —— 
Main Office and Factory: 942 Arlington Avenue, Oakland, California 


Factory Branch Offices: 
SAN FRANCISCO - SACRAMENTO - PHILADELPHIA 


Distributors and Dealers 
Throughout the United States and 
in Foreign Countries 
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Thermostatic Trap 
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EXPERIENCE in HEATING ENGINEERING 


stand behind’ MILVACO” 


HEATING SPECIALTIES 


EPENDABILITY! The depart- 
mental watchword at the Mil- 
waukee Valve Co. 

Dependable merchandise—depend- 
able service—these have won for us a 
reputation that has resulted in an ever- 
increasing list of satisfied dealers. These 

- dealers each year are welded more sol- 


idly to our organization because of 

these principles of Dependability. 
Good Heating Equipment is today, 

as never before, a national problem 


Standard Valves: 


Packed Type Radiator Valves 
Gate Valves 
Globe Valves Angle Valves 
Check Valves 





and it is only through close applica- 
tion to new principles, a complete test- 
ing and experimental laboratory, and 
careful workmanship that a manufac- 
turer can keep pace with an age of 
super-development. 

You and your customers’ satisfac- 
tion will be safeguarded and insured if 


you depend on Milwaukee Valve De- 


pendability. \We manufacture a com- 
plete line of standard valves and heat- 
ing specialties. 
Heating Specialties: 
Milvaco Traps 
Dole Milvaco Packless Valves—all types 


AirVents Air Eliminators Blast Traps 
Direct Returr: Traps 


Literature covering any of our products cheerfully sent on request 


MILWAUKEE VALVE COMPANY - MILWAUKEE, WISCONSIN 
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Successfully supplies this entire block 
of apartments —700 West 176th Street, 


New York, witha constant and plentiful 
supply of clean hot water. 


Write us for any installation 
advice that you may desire. 


THERMAL APPLIANCE COMPANY 


342 Madison Avenue New York City 


Patented 
Dec. 27, 1921 
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makes all the 


difference’ 


«+++ says the master plumber 
speaking of Perfection Water Heaters 


N the showdown a kerosene water heater _ nections install Perfection Kerosene Water 
is only as good as its burner,” says the —_ Heaters. Good profits. Minimum servicing. 
master plumber. “That's why I have so much 


faith in Perfections. They have the tested, Send the Coupon : 
proved burners.” Mail the coupon today for free booklet, 


‘ ie aoe prices, and discounts. Learn all about Perfec- 
We agree with him absolutely. The burner tion, Water Heaters with the tested burners. 
is the vital spot. The burner is what makes 

















Perfection Water Heaters leaders in the 
field. It’s the same burner which has been : ? 
thoroughly tested by 5,000,000 women who New Marketing Policy 
use Perfection Stoves. They find it com- Perfection Water Heaters are now being Jy) 4, F 
: ae "No. g2t has 
pletely satisfactory. distributed only through plumbing supply neat gly ¢ 
; jobbers. This policy became effective Giant Superfex / 4) 
Burner Brings Success January |, 1927. See your jobber for com- Burner. 
This burner is responsible toa great extent plete information on these heaters, or write 7 
for making us the world’s largest manu- us direct. , 
facturers of oil burning appliances. You can A, Stove Co. 

* ‘ . ge 7551 Platt Avenue 
ene on it to bring you satisfied Per- PERFECTION STOVE COMPANY A Cleveland, Ohio 
ection Water Heater customers. 7551 Platt Avenue, Cleveland, Ohio Gentlemen: 

For your customers who have no gas con- an a 1, Please send me your 


new booklet, describing 


Fs Perfection Kerosene Water 

4 Heaters and their installation. 

1 I am interested in the new 
i 3-way valve installation. 


Kerosene Water Heaters _/ fm 


Address _— 








City 
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No Jammed Starting threads ! 


Just look at the clean cut threads—the beveled (chamfered) ends— 
on the Blue Ribbon Nipple! There can be no doubt that fitting will 
be easy, for every one is perfectly cut. You will find no jammed 
starting threads holding up the job when Blue Ribbon Nipples are 


used. There is a reason. 


Blue Ribbon Nipples are 
Made By Men Who Know How! 


Our experience as the oldest and largest firm in the business has given us a force of 
expert workmen who conscientiously manufacture the best and most uniform line 
of nipples in the country. Every thread is accurately and smoothly cut. Both ends 
of every nipple are carefully chamfered to make starting easy for any plumber or 
steamfitter. New material is always used—whether steel, brass or wrought iron. 


Blue Ribbon Nipples are packed 75 to the carton in 1-inch size and 100 to the carton 
in smaller sizes. The label on the carton describes the contents. Blue Ribbon 
Nipples are sold through jobbers from our three plants. 


We are also manufacturers of the Blue Ribbon line of Floor and Ceiling Plates, 
Perforated Hanger Bar Iron, Hanger Rings, Flat Head Lag Screws and assembled 
Pipe Hangers. 


CHICAGO NIPPLE MFG. CO. 
BALTIMORE CHICAGO LOS ANGELES 
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COIL 


STEEL HEATING BOILERS 
AND WATER HEATERS 


If you have any Oil Burning 
accounts, you cannot afford to 
overlook the sales possibilities in 
the COIL Boiler. Designed to 


save fuel, either oil or coal. 


There are scientific reasons 
for the operating economy of 





COIL Boilers, one of which is 
the extra large heating surface. 
More of these reasons are ex- 
plained in our new catalog. 


Write today for testimonials 
from many satisfied users of 
COIL Boilers. Some of these 
testimonials show fuel savings 
from 25% to over 40%. What 


better selling argument could 


you wish for to put before a 
prospective customer. 


MONITOR BOILER COMPANY 
1505 Race Street 
Philadelphia, Pa. 











Better Heating 
America Over 


EATING Engineers and Contractors 

everywhere are meeting every heating 

demand with Continental Boilers and Radi- 
ators. There is a size and type for every use. 


Every Continental Boiler and Radiator is 
set up and tested under pressure before ship- 
ment. Continentals have a national reputa- 
tion for reliability. 


These are just a few of the reasons why 
you will enjoy doing business with Conti- 
nental. The others are worth knowing about. 
Write for the Continental story. 


(Continental Heater @rporation 
General Office and Factory 
Dunkirk. N Y.U S.A. 
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NEVER have been able to make brass look like gold or pass any dog-tags for twenty- 
dollar gold pieces. 


The only time I ever worked a counterfeit off on anybody was when I married the 
missus. But I have made one tool recently that is pure gold. 


THE NYE No. 2 


(receding) 
IMPROVED GEARED THREADING DEVICE 


This tool threads pipe like a boy goes through a pair of pants. It makes threading pipe 
a pleasure. 

A boy can operate it easily because of the geared feature. Capacity 24 to 4 inches. 

A ratchet handle and a spider hub threaded for 1-inch pipe thrown in as standard equip- 
ment. 

I will back this tool against any similar tool on the market and will refund your money 
cheerfully if you don’t agree with me that it is the best tool of its kind you ever used. 


Absolutely guaranteed. Sent on free trial to any dealer. 


NYE—the Die Man 


F Pipe Tool Maker to the 
American Plumber 
and Steamfitter 


NYE No. 2 
GEARED THREADING DEVICE 


Improved 
Capacity 2144 Inches to 4 Inches Inclusive 


Net Price Complete . . $50.00 (West of Rocky Mountains, $55.00) 
FREE TRIAL—ABSOLUTELY GUARANTEED 


THE NYE TOOL & MACHINE WORKS 


4120-30 Fullerton Avenue (OTHERWISE HARRY G. NYE) CHICAGO, ILLINOIS 


on ees 
CS tpomataP 
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BLACK & DECKER 


ELECTRIC TOOLS MAKE HAPPY WORKMEN 


HAPPY 


WORAMEN 
ARE THE BEST 


THIS IS THE 


BIACK&DECKER ef WORKMEN 


5/3” SPECIAL 
Trice $68.00 


YOUR JOBBER CAN SUPPLY 
= 1m: \et, Grae ®) ol .@ a - a le) - be \-) @ ae oe one - shone) -11 a a 
FROM HIS STOCK-NO DELAYS. 


THE BLACK & DECKER MFG.CO. 
TOWSON,MD.,U. S.A. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


E HAVE ALWAYS REGARDED IT AS 

W\ undeviatingly true that what goes up must come 
down, together with all those simple facts which, 

like this one, are obvious. We have, for instance, sort 
of taken it for, granted that the one place for a boiler 
is in the basement. However, living in a time like this, 
you never know. Engineers do peculiar things. You 
may go hunting for the boiler in the basement and find 
it disguised as a radio receiving set in the parlor, Or, 
in the case of a certain London theater, you may find it, 
not in the basement, but up on the roof. And it didn’t 
blow itself up there, either. Here’s a case where the 
need for saving room was so great that some way had 
to be figured which would eliminate the boiler room 
in the basement. A dining room, ball room and moving 
picture theater to seat 2,000 people were to be fitted 
in the building, with a floor for offices. That made the 
boiler an orphan. So they put it up on the roof where 
it is doing quite well and performing its job efficiently. 
Circulation is secured to a distance of two hundred feet 


below the boiler-—something of an engineering feat. 





T ISN’T SO FAR AWAY NOW—THE TIME 
I when the call of the ole swimmin’ hole, and its mod- 
ern cousin, the scientific swimming pool, will be felt. 
There are various ways of floating swimming pool 
projects—and the process of getting the swimming pool 
started is quite as important as that of operating it once 
it is built. So, for your edification this week, we pre- 
sent, “Swimming Pool Design and Maintenance,” by W. 
Bintz. Here you have sketched for you the various 
ways in which a swimming pool may be financed ; either 
by gifts from civic-spirited citizens, or by putting it 
frankly on a dividend basis. Then, of course, once the 
pool is in operation there is the need for good manage- 
ment in many particulars in order that the pool may be 
healthful and not dangerous to those making use of it. 
The article goes over the various things to be kept in 
mind in planning the pool and by taking a hypothetical 
patron of the pool through from the time he or she 
decides to visit the pool, until they have had their swim 
and are on their way out, shows just what services must 
be provided and to what degree. The article should be 
of great value in those communities where a swimming 
pool project is “in the wind.” With this information, 
the master plumber may very well interest himself and, 
with his general knowledge of sanitation, render the 
kind of advice that is needed—to his own profit, of 
course, 


OU’VE- PROBABLY SEEN MR. HOME 

Owner at his ‘very worst, when he rushes into your 
shop some morning, with five minutes in which to make 
his train or street car, intending to pack into that five 
minutes a thorough lecture to you on the matter of what 
it cost him to heat his house so far this season. Mr. 
Home Owner gets these fits around about the first of 
each month, and one or another of the purveyors of 
service who help him make his house livable are the 
objects of his mighty wrath. Frequently he goes off at 
half-cock. Of course, you can’t answer him in kind. 
You have to find some method of instilling into his mind 
a few facts about heating and heating costs, without 
antagonizing him by telling him just everything you may 
have in mind. For these purposes it’s not a bad idea to 
have a little scientific data in reserve to drop on the desk 
before him and let him read his own lesson in self-con- 
trol. The article, “Coal Per Square Foot of Radiation” 
(note the nobby little symbol which does away with the 
last four words in the title), will give you some figures 
which may enable you to calm down the rampant payer 
of the bills by showing him what tests have brought 
forth as to the amount of coal consumed in relation to 
the amount of radiation in the home. Chances are, get- 
ting at him this way, he'll leave thanking you for your 
courtesy and mumbling something in extenuation of his 
rudeness. 


ERRY, THE WRITING HALF OF THE COM- 

bination of Dolan & Olson, in common with about 
ninety-nine per cent of the rest of us, got caught in the 
budget mesh at the beginning of the year. Commencing 
with the Queen of the Bungalow, varioiis persons and 
circumstances began to point out the good which might 
be accomplished by a budget in controlling expenditures. 
So Jerry has decided that the famous combination will 
try its experience during 1927 with a budget. We hope 
it works out better than our own household budget— 
but then, the business man isn’t, somehow, the same big- 
calibered chap when the door of his home closes behind 
him. But, to be serious, the Department of Commerce 
has a bulletin called, “Budgetary Control for the Retail 
Store,” which might interest you. All you have to do is 
write and ask for it. 
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THERE’S NO CHANCE 
TO GO WRONG WITH A “TOLEDO” 


The taper pins in genuine ‘‘TOLEDO”’ tools always 
assure the operator smooth, perfectly tapered threads, 


that are certain to make up tight in fittings. 


When it is desired to cut a thread slightly oversize, the 
die head is screwed into the pipe holder until the line 
near the top of the pins is slightly above the top of the 
die head as shown in the illustration. When cutting an 
under-size thread the die head is set even with the top 
of the taper pins, and when cutting a standard thread 
it is set even with the line around the pins. 


Because the dies are backed by the rigid, case-hardened 
taper pins there is no possibility of the thread varying in 
size. Month after month, year after year, ‘“‘TOLEDO’’ 
tools continue to cut the same perfectly tapered smooth 
threads as they do when new. 


You will do well to specify genuine ‘‘TOLEDO”’ tools 


when ordering. 


BUY BY COMPARISON AND YOU’LL BUY A 


Tagg 


GET YOUR COPY OF THIS NEW 
*““TOLEDO”’ CATALOGUE. A POSTAL BRINGS IT. 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 





Mention Domestic ENGINEERING when writing advertisers. 
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d In discussing the newer ideas 
of* merchandising, the tend- 


Mechanics an 
Salesmanship 


the master plumber and heating contractor is primarily a 
mechanic, has the effect of obscuring the fact that this 


mechanical training of his is far from being a drawback 
to good salesmanship. It is axiomatic that the first 


ency to stress the fact that 


requirement of the good salesman is that he shall know 
Now, 
the plumbing and heating contractor knows his product 
in an intimate way. He must install it. And to install 


his product. He cannot know too much about it. 


it he must understand it in a way that even the salesman, 
who has been through the factory to study its production, 
cannot equal. The contractor knows the products he 
handles with the thoroughness of the man who depends 
upon that knowledge for his livelihood. 

The industry might, therefore, with profit, turn some 
of the attention which it is now paying to sales promo- 
tion to studying the manner in which this technical knowl- 
At least, 
care should be taken that the technical training of the 


edge may be better used to influence the sale. 


master plumber and heating contractor be not cast into 
We do 


But the man- 


the discard as having no value in salesmanship. 
not say that there is such an idea abroad. 
ner in which the idea of salesmanship is sometimes ad- 
vanced does seem to discount this other and important 


phase of the contractor's training. 


Association There are certain tasks which are 

i too great to be accomplished by the 
Advertising individual, however sincere his desire 
may be to forward the interests of the industry to which 
he belongs. As long ago as the Middle Ages, men recog- 
nized this fact. Hence the great guilds, representing 
the major industries, which undertook to hold for those 
industries their rightful place in the economic life of 
the nation. The modern association is a modernized 
form of the guild of the Middle Ages. 


shoulders it takes, or should take, those tasks which affect 


Upon its broad 


its fortunes. 
Milwaukee is at present attracting attention by its con- 
structive measures for certifying to the public the im- 


portance of the master plumber. At strategic points 
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about the city great signboards blazon forth the message, 
“Consult your plumber,” surrounding that thought with 
the atmosphere of quality and of dependable workman- 
ship. The Milwaukee newspapers are carrying the same 
thought into the homes of the good burghers of the city, 
where the head of the family, considering the conditions 
under which he is to raise his children, may gain a new 
and clearer impression of the function of the master 
plumber in society. It is to be hoped that the example 
of Milwaukee will suggest a like course of action to other 


cities. 


Other Retailers ’ There is m important — 
gat ing to be kept in mind when 
Competition 


of, say, the hardware store, which displays and sells 


discussing the competition 


various items which are logically items to be sold by the 
plumbing establishment. The hardware dealer displays 
a faucet for, let us say, seventy-five cents. Because it is 
displayed, and because the price looks attractive, the 
customer is induced to buy. Where the plumbing estab- 
lishment loses out is, in the first instance, in not attract- 
ing that buyer by the display of a type of faucet which 
may be retailed at the price of the hardware dealer's. 

It may be true that there is but little profit in such a 
sale. The important thing is that the customer is brought 
into the plumbing store, and a beginning made toward 
establishing that habit. In addition, in the stock of the 
plumbing store there will be other types of faucets, more 
expensive, it is true, but representing better bargains. 

As a master plumber who has built up a nice volume 
of this type of business says in a recent letter, “The aver- 
age person isn’t looking for something cheap.” It is his 
idea that, although he has and will sell the less expensive 
type of faucet, once the customer has come into the store 
and can see there displayed several types of faucets, he is 
more likely to want the one that sells for two or three 
dollars because, with the two faucets side by side, the 
added value of the more expensive type is apparent or 
easily explained. Get the prospect into the plumbing 
Good salesmanship may then be counted 
already latent—for dependable 


establishment. 
on to arouse the desire 
merchandise. 
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Looking up the length of a London theater, which has the novel feature of a boiler on the roof 
4 


‘The Boiler on the Roof! 


By A. W. BARNES 


London which is known as “theaterland”’ is the new 

Capitol cinema, or, as it is spoken of in America, mo- 
tion picture theater, which is said to be the finest in 
Europe. This magnificent building furnishes proof of the 
exceptional beauty and comfort that modern plumbing, 
heating, architecture and building craftsmanship are ca- 
pable of giving us. The exterior of the Capitol is a de- 
lightful picture in stone; the interior being an exquisite 
blend of features that are beautiful, comfortable and 
hygienic. 


QS Meonion on the outer edge of that inner circle of 


This new palace of the movies possesses a number of 
new and interesting features; in the first place, it is above 
the level of the street and on the first floor. In England 
the floor that is level with the street or roadway is termed 
the “ground floor.’’ By having the cinema, or motion pic- 
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ture theater, as it is spoken of in America, on the first 
floor above the street level, it has been possible to con- 
struct two ballrooms, a restaurant and the various offices 
connected therewith on the ground floor. The restaurant 
and ballrooms connect directly with the theater, thereby 
enabling the patrons to pass from the one to the other 
without being compelled to go out of the building, an in- 
novation which is greatly appreciated. 

The entire building comprises the following: (1) Ground 
floor and basement, these consisting of eight shops, a res- 
taurant club and two ballrooms; (2) first floor, the Capitol 
cinema theater; (3) upper floor, seven large offices. 

The theater has seating accommddation for 2,000 peo- 
ple; the decorations are exquisite and the heating, cooling 
and ventilating arrangements are as perfect as modern 
science and engineering skill can make them. 
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A matter of the first importance in connection 
with the construction of the Capitol was the 
saving of space, and, with that end in view, it 
was found necessary to erect the boiler’house on 
the roof and to use gas as fuel instead of coal, 
coke or oil. Gas requires no storage and no 
labor is required to convey it to the top of the 
building. Oil would require both storage and 
labor. Coal or coke would require storage for 
the fuel and means for removing the ashes. 
By the use of thermostatic devices it is possible 
to secure perfect regulation and complete auto- 
es matic con- 
trol of a 
gas heated 
Poe.it er, 
thereby 
eliminating 
the services 
of an at- 
tendant 
after the 
first light- Fig. 1 
ing of the 
gas. Gas is the most omies associated with its use, the net result is that gas has 
expensive fuel in the Proved, in this instance, to be the cheapest of all fuels. 
first cost, but, due to It is also smokeless, gives off the full intensity of its heat 
the saving of labor from the first moment of lighting up and provides excep- 
and to other econ- tional safety. 

Two horizontal types of gas-fired boilers (Figs. 1 and 2) 
were used, the larger one being 5 ft. 9 inches long and 


Figs. 1 and 2.—Types i - "a Sa eae rere 
of hecteented que tued having a diameter of 3 ft. This boiler is capable of giving 


boilers (Continued on Page 53) 
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View of upper portion of theater, showing panel grille in wall and circular grille in ceiling, both prominent features of the 
ventilation scheme 

















- ee —_ —————— eae 








— a =~ = 
a ad —— 





Illinois Leadership Conferred on Chicago Master 
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CHICAGO I[ll. 


| President, Illinois 
| eMaster Plumbers’ cAssociation 
1927-28 




















Scene during police meet on Soldier Field, the big new Stadium on Chicago's lake front 
































Children enjoying the swimming pool at Washington Park, Chicago 


Underwood & Underwood 


Swimming Pool Design and Maintenance 


By W. BINTZ, C. E. 


tion of a swimming pool, some of which are good 


T tion 0 are various ways of financing the construc- 
and some of which are not so good. 


are used and a committee with considerable pep is ap- 
pointed to put it over. A great many times this system is 
absolutely objected to in order to eliminate the various 





First, we have the bond issue which is a fairly good drives. Community chest funds have been established in 


way, although the ordinary city is at 
the present time usually bonded to the 
limit or nearly so, in the financing of 
its ordinary municipal improvements 
s0 that it does not leave much 
room for the bonding of the city for a 
swimming pool. The ordinary city is 
likely to think that its money is of 
more value for its pavements and 
sewers than it is for the recreation of 
the younger set, all of which is a 
matter of opinion. 

Another method of raising money is 
by asking subscriptions as a gift prop- 
osition. This scheme is very unpopu- 
lar due to the fact that the war in- 
troduced so many drives where people 
were forced to give for this and for 
that, that they do not feel that they 
should be called upon to give for a 
recreational purpose. However, this 
scheme is used quite often and is quite 
successful providing the right methods 

















Fig. 1—This drawing was made from 
a model of a swimming pool of inter- 
esting construction, Part of the 
model is cut away to show how the 
pool is made. It is like an inverted 
straw hat lying on a table. The 
crown of the hat is the pool proper. 
The bathrooms are under the rim of 
the hat. A wall with plenty of win- 
dows is put under the rim of the hat. 
The rim of the hat is for bathers and 
spectators 
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many cities. These are supposed to 
eliminate all other requests for money. 

We also have the private undertak- 
ing in which local people get together 
and underwrite the entire project. 
This, of course, is an entirely local 
matter so far as amount and condi- 
tions are concerned. 

In my opinion the most successful 
and the best method of raising money 
is by the organization of a holding 
company. This is a very fine method 
and since in this plan money is raised 
to build the pool on a get-your-money- 
back-with-interest basis, the project is 
forced to pay for itself, and all the 
people who put money into the project 
are reimbursed. In other words, it 
becomes a financial proposition in 
which all the people who put money 
into the pool are paid a percentage 
on their investments and get their 
money back over a period of years. It 
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is always possible to go to any man and ask him to invest 
his money when you are going to pay him interest on it 
and pay him back his investment. When you include with 
this the fact that the investor is doing the people a good 
turn, and the fact that in most cases where it is a munic- 
ipal project the swimming pool is turned over to the city 
when it has paid for itself, the investor is much more 
likely to look favorably upon the plan. 

One of the best examples of this type of undertaking 
is that of Pana, Illinois, where the Chautauqua Asso- 
ciation and the 
Chamber of Com- 
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and conditions might be unusually favorable for getting 
a large crowd. To design a pool for this particular con- 
dition would be just as unreasonable as to design a the- 
ater or church for an unusual condition. The average 
theater is designed to take care of an average crowd in 
a satisfactory manner. The attendants on Friday and 
Saturday nights must wait their turns and there is no 
reason why the same plan should not operate to a certain 
extent in a swimming pool. 

In estimating the number of bathers for one day with 
swimming periods unlimited as to time, 
you are very likely to have a turnover 





merce combined 
to raise money I 
for a swimming 
pool. Pana is a 
town of practi- 
cally 7,000 peo- 
ple and in three 
days they raised 
$17,000 by sell- 
ing $50 5-year 6 
per cent bonds. 
Their first year’s 
operation paid 
all operating ex- 
penses and al- 
lowed them prac- 
tically 20 per 
cent of their in- 
vestment for in- 
terest and return 
of principal, this 
in face of a bad 


” 


“filtratior., 
for a towel 
you were that 
stuck up, and 
soap — golly 
season and a gee! you got 
very poor start. enough of that 

Regarding the at home. But 
method of rais- with an ever 


‘ increasing 
ing money by population 
gift, it might be 


came the 
said here that necessity for 
the Lions Club of 


more complex 

F methods,—in a 
Hamilton, Ohio, 
a town of about 


word the mod- 
ern swimming 
40,000 people, pool. 
raised $14,000 in 
a little over a 
week, which was augmented by a 
park board fund to build their swim- 
ming pool; another example is EIl- 
mira, New York, where the Lions 
Club raised $22,000 in about two 








T IS a long cry from the “ol’ swimmin’ hole” to the 
modern swimming pool, but the same incentive 
that has led us to change from oil lights to electricity, 
corduroy roads to concrete, mules to automobiles, 
wood to stone, etc., is responsible for the modern 
swimming pools. However, we cannot quite forget 
that the old swimming hole had, in its way, practi- 
cally all the equipment the first class modern swim- 
ming pool has today. The “ol’ swimmin’ hole” had 
“bushes for lockers.” Clothes in plain sight on the 
bank was the checking room. . An old overhanging 
tree was the high dive. The bank was the spring- 
board. The clay bank on the opposite side, worn 
smooth and rounding by many of those “human hyper- 
bolic hyperboloids” provided by nature for father to 
use the razor strap on, made a wonderful slide when 
wet down with water, that is, providing someone 
didn’t stick something in it or if some root didn’t 
get inquisitive and want to see the light of day. And 
for sanitary facilities, running water or mud too thick 
for anything to grow, well, you were so healthy you 
had no thoughts of “bacteria,” “algae, 


” 6 


or “sanitation,” etc. Your shirt was used 
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of 3 to 4 times the capacity of the pool 
every day. In general, it may be as- 
sumed that a locker facility should be 
provided for every 10 to 15 sq. ft. of 
surface area. This means that a pool 
with 10,000 sq. ft. of surface area 
should have from 800 to 1,000 lockers, 
or facilities for bathers. Not that they 
can all get into the pool at one time, 
but you must not forget that while the 
pool may be full of people, there may be 
many others lounging around on the 
concrete floor, changing clothes to go 
into the pool and changing clothes to 
get out of the pool. All of these facili- 
ties must be used at the same time in 
order to take advantage of the full ca- 
pacity of the pool. 

There are two types of pools to be 
considered, namely a 
wading pool and a 
swimming pool. The 
wading pool is again 
of two kinds, namely 
mapees | for small children 
ae | only and for grown- 

x ups. The small pool 
q i | for children ranges 
; from, about 6 to 18 
heme, *S: | inches in depth. The 
wading pool for 
grown-ups will prob- 
ably range from 6 in. 
to about 4 ft., there 
being no deep water 
for diving, which 
keeps it in a wading 
pool class. 


The swimming 
pool ranges from al- 


sterilization,” 








weeks for their pool. 

In the two latter cases the money 
was raised purely as a gift, but con- 
sidering the size of the towns they do not show up nearly 
as well as the small town, Pana, where money was raised 
as a business proposition. 


SIZE OF POOL 

HE SIZE of the pool depends, of course, upon the 
jie of the town and its surroundings. The maximum 
daily attendance at any pool will be about 6 per cent of 
the total population. It must be borne in mind that a 
first class pool will draw almost everyone within a 25 
mile radius and hence should be designed on such a pop- 
ulation. The maximum attendance at any one time will 
probably not exceed around 2 per cent of the entire pop- 
ulation. Of course, we must exclude such extreme condi- 


tions as a very hot Fourth of July when everybody is free 


Upper picture: An interesting type of pool shown in Fig. 
1—Lower picture: Corridor under pool concourse 


most any shallow 
depth of water to 9 
or 10 ft. at the deep 
end, which is used for diving. Any pool having a deep 
area for diving would be considered a swimming pool. 
Any pool not having deep water for diving is usually con- 
sidered a wading pool. 


CONSTRUCTION 

N THE construction of almost any swimming pool, 
I about the first thing to be done is the laying of the 
footings. It is absolutely necessary that these footings 
be made deep enough so that frost will not get under them 
and heave the structure. As everyone knows, frost has 
immeasurable power and this must positively be taken 
into consideration. The temperature stresses induced in 
the structure must, of course, be taken care of by proper 
expansion joints, construction joints, and the use of re- 
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inforcing. However, all of this is of no avail if the foot- 
ings commence to go bad, and that is the reason for 
proper care in the laying of the foundations. 

From now on it becomes mostly a matter of detail, but 
since detail makes any job, any amount of instructions 
in this line would not produce a good pool unless it were 
handled by a proper engineer or architect who under- 
stands this kind of work. Pools designed by people who 
thought they knew, are standing monuments to their ig- 
norance in many towns. 

To take up one of the more important details, it is quite 
necessary that a scum gutter be provided which serves 
to take off the surface scum on the pool—probably its 
most important function. If you ever had to use a bath- 
tub right after an infrequent bather had finished taking 
his bath, and if you observed the ring of dirt on the 
bathtub, you will realize that a scum gutter in a swimming 
pool is important. 

However, it must be added here that the average scum 
gutter is not used to its capacity and is almost a standing 
joke. This is due to the fact that most of the water which 
goes over a scum gutter is an absolute waste going into 
the sewer, and, in order to avoid this waste, the pool is 
purposely kept down 3 or 4 inches below the scum gut- 
ter, which does not allow it to function as it should. 

Another very important matter is the slope of the floor 
in the pool. It is generally conceded by those who know, 
that water in any swimming pool from 18 inches deep to 
36 in. deep is practically a waste of water. Pictures of 
pools which range from a depth of 6 in. to 9 or 10 ft. 
verify this opinion. When children play in water they 
lie down and roll, sit in it or crawl around and splash, 
and hence do not need water over 12 to 18 in. deep until 
they become 6 or 7 years old. Just as soon as they be- 
come of that age they stand up in their play the same 
as grown-ups do and water 3 ft. deep is not a bit too 
deep for the ordinary child about 8 years old. The best 
depth for any ‘“‘swimming,’’ since most bathers are not 
swimmers, is waist depth, and this depth is 3% to 4 ft. 
By making the largest percentage of the pool, therefore, 
from 3 to 4 ft. deep, you are able to take care of practi- 
cally every type of bather which you will have. 

It is usually much better to take care of the kiddies by 
building a separate wading pool distinct from the pool, 
ranging in depth from 6 in, to 18 in. 

By keeping the minimum depth of water to 3 ft. in 
the ordinary pool, it is possible to swim over the entire 
area, and hence have no lost space. Again, the deep part 
of the pool need not extend over a large area since a 
bather making a straight dive requires depth and not 
distance, and one making a distance dive requires distance 


DOMESTIC ENGINEERING 23 


and not depth. Hence, a pool which has its maximum 
depth around 15 to 20 ft. from the edge of the pool need 
not carry this depth beyond that point. 

In the bathrooms it is well to build all floors on a 
slope so that it is possible to flush them out by using a 
hose. Probably the best slope for this is 3/16 in. to a 
foot since it is very hard to build a floor of less slope and 
avoid small water pockets. A greater slope makes it hard 
to place the equipment. 

The matter of subdrainage must be given proper thought 
since this eliminates the dampness under the floors and 
does not give the frost a chance to act. A drainage sys- 
tem under the pool floor also gives a check as to whether 
there is any leakage in the pool. 

The entire project must be enclosed. It is not safe 
to leave the pool open for use except where there are 
attendants in charge. It is therefore necessary to provide 
a fence of some nature around the entire pool. 

In regard to the inlet and outlet, it might be well to 
say that the outlet should be large enough to empty the 
pool in about 3 to 4 hours. Furthermore, the inlet should 
be large enough to fill the pool in not to exceed 10 to 12 
hours. These sizes for inlets and outlets allow the pool 
to be emptied and refilled without loss during this opera- 


tion, since the pool can be emptied during the night, 


scrubbed out and refilled by noon of the next day. Proper 
sewer facilities must, of course, be provided in order to 
take care of the scum gutter, inlet, outlet and sanitary 
drainage in the bath house. 

In many instances the sanitary system should be kept 
separate from the other system since the sanitary sewage 
must be emptied into a sanitary sewer, whereas, in most 
cases, the water from the scum gutter and the pool can be 
dumped into almost any nearby creek or open waterway. 


EQUIPMENT 
ROBABLY the best way to consider the equipment of 
P: swimming pool is to start out with a hypothetical 
man and woman and study each move from the time they 
enter until they leave. 

In the first place the pool may be run for profit and 
if so it will be necessary to charge the man and woman 
for the use of the pool. This necessitates a ticket office 
from which are sold tickets for the use of the spectators 
and the bathers. The bathers will, of course, have tickets 
of different denominations depending upon whether they 
use suits and towels or not. A great many bathers pro- 
vide their own. The spectator is immediately taken to 
the concourse floor where he may watch the bathers and 
can be forgotten. 

The bather next comes to the counter where he is given 
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One of the girls’ swimming classes at the University of Iowa in action 
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either a basket in which to place his clothes or a key to a 
locker. He may ask for a suit and in all probability he 
will ask for a towel. Shelving must be provided for the 
baskets if they are used; key boards must be provided in 
case keys are used, and in any event we must have 
shelving for suits and towels. 

We are going to take the woman one way and the man 
the other before they enter the pool. The woman should 


Coal 





By E. WILLIAMS 


GREAT many times, the engineer and heating con- 
tractor is asked a question like this: ‘“‘How much 
should it cost to heat my home? I have 640 c(2 

(sq. ft. of radiation) installed and I believe I am using 
too much coal.” 

The heating contractor should be able to give a satisfac- 
tory answer, an answer as nearly accurate as possible. 
Usually the question is answered in an offhand way and 
does not satisfy the customer. In order to enable a heat- 
ing contractor to give a more definite reply he should 
have figures available such as are given in this article. 
This information should also be so arranged that the con- 
tractor can figure readily the cost of the ordinary job pro- 
viding the number of sq. ft. of radiation are known. A 
number of tests have been made but the two tests herein 
recorded came under the direct attention of the writer. 
One of these tests was conducted with hard coal and the 
other one with soft coal. The results were tabulated. Ta- 
bles 1 and 2 will give the readers a clear understanding 
of these results. 

It will be noted from these tables, that the cost of hard 
coal delivered was $4.25 per ton. The hard coal used in 
this test was of a size between the washed pea and buck- 
wheat. This coal, of course, costs less than the range or 
furnace size. The cost of soft coal delivered was $5.50 
per ton. This soft coal is known as Harrisburg 2 in. 
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have a private changing room in which to change her 
clothes and put on her bathing suit in order to get this 
class of patronage which is highly desirable. It is not 
necessary that she be allowed to leave her clothes in this 
changing room since she can put them in a basket or steel 
locker just as well. 

Showers must be provided in the immediate vicinity of 


(Continued on Page 65) 
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screenings and mined in Illinois. This is a low grade soft 
coal, and was chosen in order to determine what could 
be accomplished with a low grade of coal under a heat- 
ing boiler. When a higher grade, hard or soft coal is 
used, the cost per Cj3 (sq. ft. of radiation) should be less 
than those given in Tables 1 and 2. Should the price of 
coal used on the job to be figured be greater than those 
given, then the engineer or heating contractor should work 
out the computations according to the price of the coal 
used. 

In comparing Tables 1 and 2 it will be noted that the 
conditions existing on both tests are nearly the same. If 
the average outdoor temperatures are lower than those 
given, then proper correction must be made. The aver- 
age temperatures of any community may be ascertained 
from the U. S. Weather Bureau. The tests were conducted 
under ordinary working conditions, the owners firing the 
boiler themselves. 

The loss of unburned coal through the grate amounted 
to approximately 5 per cent. The owners were instructed 
never to cover the fire completely with fresh fuel but to 
leaye an opening so that the flame would burn the dis- 
tilled gases. They were also instructed to regulate their 
dampers properly and to clean the flues every other day 
with a wire brush. The accompanying tables are self-ex- 
planatory and need no further comments. 





Table 1. 
Fuel used, hard coal size, between washed pea and 
buck wheat. 
Cost of coal delivered per ton............0..2e0008 $4.25 
Coal fired 4 times daily. 
Time, October 2nd to May 22nd. 


SE ee ED 5 0 45 Sd de SWS ADEs dbase dee SEES 18,780 1b. 
COBl DUTROE DOE GAG cose ccccccvccesssvecews 20 to 140 Ib. 
CE Or BOT ee ON a o.oo sav bh oR 5 Keb stn eek enes oie $40.00 
Average room temperature...............- 69 degrees F. 
Average outdoor temperature............. 41 degrees F. 
Radiation installed, cast iron hot water. 

Amount of radiation installed in all rooms... .481 sq. ft. 
Number Of TOOMS DOMteG. ......cccccccrccrcecsccnvecvecs 10 
PERS POE GOI soa oon nc sb cnc ceee ri enevesee se eus 20 in. 


Building exposure, north and east. 
Windows, single windows, also storm windows. 


Number of days coal fired........cccccccccesvcccces 219 

Cost per square foot of radiation per season of 219 
reser TT Tre Tr TT TLE Pe TEE LT 8.3 cents 

Cont DOP Gai cap 60 cds cdncnwscvnessweccccesse 18.2 cents 





Table 2 
Fuel used, soft coal, Harrisburg 2-inch screenings 
(Illinois). 
Gost GE Geek Gettvered MOF GOR soc cccccecencsvccecves $5.50 


Coal fired 5 times per day. 
Time, October 15 to May 27. 


SNE Ee IG 6-55 65 oo bes co ew canesev see ae 23,500 Ib. 
Coal burned per day......ssesceees saaa del .31 to 175 1b. 
Lee I SN oa db 500505146 oddn dba bees Saeed aes $64.62 
Average room temperature.........+see0% 71 degrees F. 
Average outdoor temperature........... 35.9 degrees I 
Radiation installed, cast iron, hot water. 

Amount of radiation installed in all rooms....486 sq. ft. 
DIES eT WED MORO 6 oso Swi cessed sedewssscceeee 8 
ee ee ee ee baer obese we 22 in. 


Building exposure, north and west. 

Windows, single windows only, no storm windows. 

Days coal fired 

Cost per square foot of radiation per season of 223 
EE bekndaa cdcbsddsvraseataceabhiseheseyt 13.2 cents 

ee ey Pee ee re ye 28.9 cents 
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Milwaukee 


HILE the whole plumbing and heating industry 
is talking and thinking along sales promotion 


lines, the master plumbers of Milwaukee, Wis- 
consin, are putting it into action by aggressively mer- 
chandising ‘‘Guaranteed plumbing fixtures on convenient 
terms. Consult your plumber.” Twen- 


Advertises 


brought up, and finally the Milwaukee Master Plumbers’ 

Association decided to appoint an Advertising Committee 

to consider, study and report on means of creating a 

public consciousness and desire for better and more plumb- 

ing. Working right with the plumbers on the matter 
were the jobbers. 





ty-one attractive sign boards, similar 


Herman J. Bauer was made chair- 





to the one pictured here, and six 
newspapers, with copy of the sort 
reproduced here, are carrying this 
message to potential buyers of plumb- 
ing and heating equipment in the 
city and environs of Milwaukee. Con- 
tracts for this kind of advertising, 
to the amount of $14,500, have been 
signed for a year’s campaign. The 
Milwau- 


ness. 





Realizing that the future of 
plumbing depended on more than 
the amount of work made avail- 
able by new building, Milwaukee 
master plumbers surveyed their 
city’s homes and found great po- 
tential opportunities there for re- 
placement and remodeling busi- 


To bring before the public 


man of this Advertising Committee. 
Mr. Bauer is one of the largest in- 
dividual advertisers in the plumbing 
business in Milwaukee, has made a 
thorough study of all mediums and 
has sound ideas on the kind of ad- 
vertising to do and the results to be 
expected. With him on the commit- 
tee were named David Stern, George 
Bob eck; 








kee Master 
Plumbers’ 
Association, 
the Milwau- 
kee Plumbing 
and Heating 
Credit Bu- 
reau, special- 
ty houses, 
sewer pipe 
concerns and 
others inter- 
ested in the 
development 
of the plumb- 
ing business 
are support- 
ing this pro- 
gressive sales 
promotional effort. 

Nine or ten months ago, a few 
forward thinkers among the master 
plumbers and wholesalers realized 
that the peak of the new build- 
ing boom had been reached and 
that future activity in the plumbing 
business must depend on something 
more than a new building program. 
A survey of Milwaukee homes showed 
that thousands of them lacked 


One of 21 sign boards 











George Soer- 
gel and Ed- 
ward Trebs. 
Roy Cordes 
was made 
chairman of 
the Advertis- 








ing Commit- 

tee of the 

PLUMBING FIXTURES wholesalers. 
CONVENIENT TERMS . Mr. Bauer 


and his com- 
mittee inves- 
tigated var- 
ious advertis- 
ing mediums 
and the ex- 


Consult Your Plumber 


ge 


BER Sy ton + Oe 








the{beauty, comfort>and health of 
good plumbing, they contracted 
for twenty-one sign boards and for 
space in six newspapers, and are 
utilizing these media for putting 
across a real constructive message. 
All over the city, on roads leading 
into the city and in their favorite 
newspapers, Milwaukee people are 
being urged to consult their 
plumber for guaranteed plumbing 
fixtures on convenient terms. 


periences of 
other adver- 
tisers. Their report, when completed, 
included recommendations of the 
mediums to use, the kind of copy 
to run, the amount of money neces- 
sary for the job, the follow-ups for 
the individual plumber to employ, 
and the general results which could 
The recommendations 
accepted, the committee was 
authorized to with full 


which dot Milwaukee 





be expected. 
were 
proceed 











= power to act and then the job was 





modern plumbing, that some were 
actually unsanitary. Some homes 
might have a good bathroom, but 
laundry equipment was inadequate and out of date, 
or there was an old closet in the basement. Old 
style fixtures in the bathroom, in countless others, revealed 
the need for replacements by the modern, convenient, 
healthful fixtures of today. Piping needed renewing, the 
under-floor work of thousands of homes being in for 
fifteen, twenty and thirty years and endangering the 
health of the occupants constantly. Still other homes 
might have modern bathrooms, but they needed an extra 
lavatory and closet on the first floor, or an entirely new, 
extra bathroom. In short, Milwaukee homes represented 
great potential opportunities for the plumber. 


their kitchen and 


Appointed Committee 
It takes time for an idea of this sort to sink in and 
cause concerted action. But it was brought up and 


to raise the money. 
Raising the Money 
This was not so easy at first. The committee 
that a number of master plumbers were not entirely sold 
on advertising. It found a number who thought that 
certain plumbers would derive all the benefit. Many 
similar objections were raised. The wholesalers and other 
groups, however, were easily sold. Finally, though, the 
doubters were convinced, and the plan went into effect a 
few weeks ago with the support and good will of all. 
To guarantee continued support, Mr. Bauer had each 
contributor sign a subscription note, copy of which is 
reproduced herewith, agreeing to pay a certain amount 
each month in advance for one year. At the time the cam- 
paign started, there were two hundred and one master 
plumbers in the Milwaukee association. Each one is 
subscribing $3.00 per month. The balance of the money 


found 
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was subscribed by wholesalers, specialty houses, sewer 
pipe firms and other interested concerns. 


Spending the Money 

The appropriation was divided into two parts—$12,500 
for sign boards and $2,000 for newspapers. This money 
bought twenty-one sign boards, half of which are illumi- 
nated, and eight lines of advertising daily in the classified 
sections of six newspapers, one German paper, two Polish, 
one labor paper and two leading general papers. The 
thought was, of course, that the most possible should be 
done with the funds available, and newspaper space, being 
very expensive in a city of that size, permitted only 
classified location. 





SUBSCRIPTION 


I--We the undersigned, hereby agree to pay to the Advertising Fund of the 
Milwaukee Master Plumbers’ Association, the suni of $............-....... 


! in equal installments of $..........-.--- in advance. First payment 
to be made January Ist, 1927, and monthly thereafter in advance. The fund 
to be used for the purpose of promoting greater sales of plumbing installation 

as outlined and adopted by the Advertising Committee, December Ist, 1926. | 
PE gitdtinns amithipeiatinns: cimiuewh 
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The subscription contract used for raising money 


This is a purely co-operative campaign, and the copy 
decided upon, therefore, is aimed, not to sell any one type 
of fixture nor to sell any one group of plumbers, but to 
sell the general idea of “guaranteed” plumbing from 
reliable plumbers. It is educational in its effect on the 
public mind and is designed to build up a general desire 
to have modern, sanitary and beautiful plumbing fixtures 
in the home. The contract for the sign boards calls for 
three changes in a year. The newspaper copy can be 
changed at will. But the present idea is to stress “guar- 
anteed,” “‘convenient terms’’ and “‘consult your plumber.” 

An artist would compliment the color scheme and 
lay-out of the sign-board copy. The whole thing can be 
read and assimilated in 35 seconds, and the colors and art 
work attract immediate attention. 


Follow-Ups 

However, the Milwaukee master plumbers have been 
made to understand that this advertising, in itself, is not 
going to bring orders in to their stores. Mr. Bauer 
particularly stresses the necessity of proper follow-ups 
in order to cash in on the advertising campaign. This 
was an important part of the Advertising Committee’s 
report before the campaign was inaugurated. 

In the first place, as Mr. Bauer pointed out, clean, 
attractive stores, well designed show rooms and interesting 
display windows are necessary to back up the idea of 
beaviiful, modern, sanitary plumbing. Mr. Bauer made 


a special point of having only modern fixtures on display, 
referring to the habit of some plumbers of putting fix- 
tures in their windows years ago and still displaying 
types and designs that are practically obsolete. The 
public must find at the stores it goes to the kind of 
fixtures and service it is led from the advertising to 
expect. 

Another piece of advice to the master plumbers has 
been to get together with their journeymen. They are 
out on the job and can be a large, single factor in helping 
their employers to capitalize on this advertising. 

Furthermore, this kind of promotional work is auto- 
matically going to make better merchants, in Mr. Bauer’s 
opinion. Those master plumbers who work with the tools 
and pay too little attention to the merchandising side of 
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their business will have to devote more time to this 
business-developing side when the advertising begins to 
pull. 

Perhaps one other phase of this campaign should be 
brought out. As indicated before, its idea is to develop 
business in homes already built, or, in other words, job- 
bing work—repairing, replacements and remodelling. Ac- 
cording to Mr. Bauer, its particular aim is the salaried 
man, earning from $4.00 to $12.00 per day. In that 
group are the majority of families and, in that group, are 
people who own their own homes, drive automobiles, have 
radios, etc., but who have never been actively gone after 
in an effort to improve the plumbing conditions in their 
homes. Mr. Bauer feels that the class of people above 
this group are those who, on their own initiative, con- 
sult with master plumbers and take pains to have good 


plumbing. 
() Miscellaneous forSale ) 


Therefore, the lo- 
cations of the sign 

BUILDING AND MATERIALS 
Do not buy sina rior enantio. 


boards were selected 
A dependable plumber furnishes only 


with this thought in 
mind, and where 
GUARANTEED 
PLUMBING FIXTURES 


employes of big 
industrial plants are 

Sample of copy used in 6 newspapers 
daily 











most apt to look, 
there will be a sign, 
conveying to them 
the message to buy 
guaranteed plumbing fixtures from a reliable plumber on 


convenient terms, and thus, beautify and make healthful 
their homes. 


Legal Decisions 


Forfeitures Not Favored 

Forfeitures are not favored in the law, and if the em- 
ployed language from which they are supposed to emanate 
is susceptible of two constructions, one of which would 
sustain the forfeiture and the other deny it, the latter 
interpretation will be adopted with, perhaps, some few 
exceptions.—Court of Appeals of Kentucky, in Papania v. 
Papas, 273 Southwestern Reporter, 24. 


, Reyistration in New York 

The objections to the act of 1896 pointed out in Schnaier 
v. Navarre Hotel & Importation Co., 182 N. Y. 838, 74 
N. E. 561, have been removed in the present statute. 
Greater New York Charter (Laws 1901, c. 466) §§ 415a, 
416a, as added by Laws 1913, c. 754. 

Any employing or master plumber may row register, 
though he is only to receive a certificate of such registra- 
tion if he holds a certificate of the examining board. It 
is the registration of its members, merely, and not the 
holding of a certificate, that is made a condition precedent 
to the conduct of business by a copartnership.—Supreme 
Court of New York, Appellate Term, First Department, 
212 New York Supplement, 614. 


Acceptance of Note for Less Than Debt 


If a creditor agrees to accept by way of further security 
for his debt the note of his debtor for a part of the debt 
the note being indorsed by a third party, and so accepts 
it as a valid discharge of the debt, the agreement is valid 
But the agreement to accept the debtor’s own note, un 
indorsed, is a mere nudum pactum, or contract without 
any consideration.—U. S. Circuit Court of Appeals, In re 
Clarence A. Nachman Co., 6 Federal Reporter (2d), 427. 











Budgets! Jerry learns 
something about budgets 
for the home and for 


other institutions, and 


he and Hank decide 
it might be good for the 
business 










“The Queen of the 
Bungalow comes to bat 
with the budget idea” 

















()2 the job with 
Dolan and Olson 


the ladies at our Wednesday Club have been doing some 
studying, and some talking, and I am convinced that the 
only proper way to run a house is on the budget plan. 


house was nice and warm, breakfast had been the 

kind that you see pictured in the railroad folders but 
get at home, the old dog was snoozing by the fireplace, 
the sport sections of the morning papers were chuck full 
of good readable dope, the old pipe was drawing fine, 
even the telephone bell was still, and peace, harmony and 
good will prevailed. 

But, it was too good to last as developments proved 
as the hours of the morning slipped along towards noon. 

First of all, the Queen of the Bungalow passes out some 
timely information regarding the noonday “eats.’’ Boy, 
the advance information made a fellow pine for a home 
on a corner lot with a six-inch snowfall. 

However, with the dinner on the way, the Queen of the 
Bungalow comes to bat with some more information. 

She says, “Jerry,” and the way: that she said it was 
all that was needed to convey the dope that something 
s00d was coming. “I have been doing some reading and 


| scene was sitting pretty last Sunday morning. The 
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Here is our budget for 1927. I want you to read it over 
carefully and then we will talk it over together.” 

And with that she handed me a printed form, with cer- 
tain blank spaces all carefully filled out, and all of the 


items totaled at the bottom. 


BUDGETS AND OTHER TROUBLES 


9 OURSE I had to lay aside the sporting news and 

C give this budget thing the once over, and the more 
I looked the more I saw. The various items were all 
small enough, but the total looked like the national debt. 

And just when we were getting ready to talk it over; 
that is, the Queen of the Bungalow was going to do the 
talking for us, the phone bell rang and old man Jorgenson 
was at the other end with a string of troubles: Company 
coming, coil in heater broken, no heat, no hot water, and 
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what could we do about it? Well, there was only one 
thing to do and that was to hustle over there and yank 
out the broken coil, fire up and give him heat from the 
heating plant and hot water from the gas heater. 

As usual, the coil was hard to get out and there was 
plenty of soot and ashes in the boiler, so I looked like a 
chimney sweep’s swab when I got through. 

Home again, a hasty wash-up, and then that dinner. 
Right afterwards, while trying out the 6ld shower, some 
of the wife’s family came in for the afternoon and evening, 
and all thoughts of the family budget were forgotten. 

And in the meantime, a fellow had called up a few days 
before and wanted to know if they could run me for 
office, that is, for a directorship in 
an organization of which Me and 
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must be employed, with the result that certain suggested 
expenditures were lopped off and instead of salary in- 
creases the old ax descended in such a manner as to make 
it apparent that those already holding jobs would work 
for less money or resign and have their places filled by 
new hands at lower wage levels. 

And they not only cut to the limit of the expenditures, 
but they cut below that limit so as to provide for a margin 
of safety. 

In all of the talk “Overhead”’ was never mentioned, but 
the ‘‘Budget’”’ was the little god that ruled the roost. 
Thinking over the budget suggested by the Queen of the 
Bungalow for the home, and this other one for the organi- 

zation, the thought came to mind 
that this would be a good time for 








Hank are members and it looked : os 
like a fair bet, and so I told him You'll notice that, 
to go the limit. 

Well, he did. Not content with 
putting my name on the ballots, 
he stepped along and told the 
world about it in the columns of 
the local newspapers and even dug 
up an old picture and had them 
run that, along with the pictures 
of the rest of the candidates. 

Talk about advertising. Seems 
as if everyone and his brother saw 
those pictures and called up to 
mention the fact. Every time that 
anyone called us on the phone, 


of budgets. 


oe oe Me and Hank to have the book- 
while Jerry always keeper make up a statement of 


writes in,a humorous vein, the things he expenditures, with a 1927 budget 
writes about are the serious problems of the  vight beside it, and with that as a 
retailer. He covers his troubles witha laugh, 8vide Me and Hank would set sail 
while he’s looking for a solution. Our 
readers might be interested in knowing that Course, I’m sold now on this 
by writing the Department of Commerce, 
Washington, D. C., and asking for Trade 
Information Bulletin No. 266 of the Do-  ajthough a little argument won't 
mestic Commerce Division, “Budgetary do any harm. 

Control in Retail Store Management,” they 
will have some valuable daia on the subject will happen if I have to make one 


for the land of promise and profits. 


budget stuff, and the Queen of the 
Bungalow won’t have to talk very 
much to convince me that it is OK, 


I’m wondering, though, what 


of those hurry-up Sunday calls, 
ruin my  Sunday-go-to-meeting 





they remarked about seeing the 
picture in the paper. Then, to cap 
the climax, a whole lot of fellows got twisted and put their 
marks after the wrong name and I was elected. 

And again the pictures appeared and with everyone 
talking about it and offering congratulations, it is easy 
to see why the regular politicians thrive on that sort of 
stuff. 

Right off the bat, the new directors and the directors 
whose terms had not expired, held a meeting, elected 
officers for the year, and were given a budget to consider. 
We had the 1926 budget, the actual figures for 1926, 
and the proposed budget for 1927. We skimmed through 
it, noted that some salary increases were expected, and 
found that the actual figures for 1926 were slightly under 
the budget, that is, the expenditures were less but the 
anticipated income was still less, with the result that we 
were “‘in the red.” 

And that meant work for the pruning shears. 

It developed that all of the men present were using 
budget systems in their own businesses and in the other 
organizations of which they were members, and they 
started right out at item number one and went all of the 
way down the line. 


HOW TO MAKE A BUDGET WORK 
IRST of all, they decided that it would be impossible 
| increase the income materially. Therefore, the ex- 
penditures must be trimmed to fit the income. So they 
considered first one thing and then another. Salaries, 
rent, printing, telephones, dinners, picnics, etc., etc., and 
in the final show-down it developed that radical means 


trousers and find that there is 
nothing in the budget that will 
permit the purchase of a new pair. I get to tinkering with 
the old bus and smear grease on the car, and the Queen 
gets it on a dress—will the budget take care of the new 
dress? 

The plumber sure gets blamed for a whole lot of things 
for which he is not entirely responsible; for example, one 
of our customers phoned us for a new china soap dish for 
the combination faucet on her kitchen sink, but could not 
give us the name of the maker of the faucet. So we had 
to hop in the flivver and roll out there, a mere four or 
five miles, get the dope, then come back, order the dish, 
and for once our dome of thought was working, because 
we ordered the jobber to ship it direct to the customer by 
parcel post. 

Then the jobber didn’t have it in stock and ordered it 
from the factory; there was some delay, but delivery was 
eventually made and we got the bill. Ninety cents for the 
dish and eighteen cents for parcel post from factory to 
jobber and from jobber to customer. We added our bit, 
which was mighty small, and almost suffered a stroke 
when the customer phoned in to say that she was return- 
ing the dish parcel post because she had stopped in at a 
bird store and had picked up a “bird bath dish” for ten 
cents which was so nearly the same size and shape of the 
regular soap dish that it filled the bill perfectly. 

It will cost us ten per cent of the $1.08 to return the 
dish for credit, plus the loss of our time and gasoline, and 
in the meantime we are blamed for something which might 
have been averted had the customer gone into the bird 
store first, or had Me and Hank kept up to the mark. 
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Announcing 


CHROMARD FINISH 


(PATENT APPLIED FOR) 


on 
“tandard” 
BRASS GOODS 


After a long period devoted to research and development, the 
Standard Sanitary Mfg. Co., introduces a new ‘“Stardatd” finish on 
Brass Goods. 


This new finish, which is our application of chromium, is applied 
only at “Standard” Louisville Works. 


What is most important in its relation to Plumbing Brass is its 
resistance to tarnish or oxidation under varied conditions of 
exposure. The new “Standard” Chromard Finish will remain 
bright for long periods, exposed to most severe conditions such as 
salt air, salt water and most acids, resisting corrosion in each case. 
Should finish become soiled, as distinguished from tarnish, simply 


wash and rub with dry cloth. 


It is the most outstanding change in plating Brass Goods in the 
last decade. Exhaustive tests have proven that the finish will last 
as long as the fixture on which it is applied. This, coupled with 


the permanency of color and ease of cleaning, affords two 
premier advantages. 


Samples of “Standard” Brass Goods with Chromard Finish are on 
display in all “Standard” Showrooms. Special Representatives in 


all territories carry samples and are qualified to discuss and 
demonstrate this finish. 


Inquiries invited through your regular source of supply. 


Standard Sanitary Mfg. Co. 


PITTSBURGH 
The World’s Largest Manufacturer of Plumbers’ Brass Goods 


























Mention Domestic ENGINEERING when writing advertisers, 


NS EE ee 





— aemmmmme—mmmme 








—— 


A A ly es 









x i ———\ 
Vena ttirhtly 





NSS 
‘ 

















2 <ZEZZ 


WOLFF SPACE SAVERS 





WOLFF 





G-2028_ BERKELEY 


G-3550 GLENDALE 


Home owners will appreciate the advantages of these two fixtures as they 
make it possible to secure beauty and space economy, so essential to modern 
homes. 

The new 414-ft. Berkeley Built-in Apron Bath has an inside area equal to the 
5-ft. size. To accomplish this the floor of the tub has been lengthened without 


SS Yj destroying the beautiful lines of the fixture. 


The Glendale apron Lavatory has also been designed to save space and 
measures only 14 inches front to wall, but has a bowl of ample capacity. 


The floor plan below shows typical installation of the 414x6 ft. room. 


SPECIFICATIONS: 


BATH—Wolff new 414-ft. G-2028 Berkeley re- 
cess apron bath Right or Left Hand Drain with 
**J-30139”” DURO Built-in fixtures with overrim 
nozzle. 


LAVATORY—Wolff G-3550 Glendale apron lav- 
atory, 14x26 in., 10x16 in. Base, 5 in. Back with 
P. O. plug and chain or popup waste, J-43583 
compression faucet, J-58018 supply and stop, 
J-58004 114 in. “P” Trap. 


CLOSET—Wolff H-1400 Trapero S.W.D. Closet 
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with B. M.S and C. Vitreous China Low Tank 
or Flush Valve. 


Send for a copy of Wolff Suggestion Booklet. 


WOLFF MANUFACTURING 
CORPORATION 


Makers of Quality Plumbing Since 1855 
2057 FULTON ST. $3 CHICAGO, ILL. 
Branches and Distributors in All Principal Cities 
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West Virginia 


Pushes Code Legislation 











Newly elected officers and directors of the West Virginia association. Seated: Thomas Schoefield of Wheeling, sec- 
retary-treasurer; George W. Redeker of Wheeling, president; Fred J. Eichert of Welch, vice president. Standing: 
W. B. Blottman of Williamson; John A. Shanklin of Charleston, and C. A. MceMunn, all directors 


RESIDENT C. V. SWANN’S suggestions on methods 
Pp: use in getting a state plumbing code through at the 

next meeting of the legislature marked the fourth an- 
nual convention of the Master Plumbers Association of 
West Virginia. The convention was held February 7 and 
8 at the Prichard Hotel, Huntington, W. Va., and about 
fifty delegates took their seats on the morning of the 
seventh, 


PRESIDENT REPORTS ON CODE WORK 
V. SWANN of Huntington, retiring president of the 
e association, in his report recommended co-operation 
in trying to get the code passed. He told of the efforts of 
the state officers in trying to further the work, saying that 
every state senator and representative had received let- 
ters from his office in reference to the bill, and that he had 
talked personally to as many as possible. He also wrote 
every master plumber in the state, urging them to write 
their representatives and the candidates in their districts 
with reference to the passage of the bill. Each was asked 
to get his personal friends to do the same thing, and Mr. 
Swann feels confident that the code will be passed at the 
next meeting of the legislature. 

Special emphasis was put on the fact that the master 
plumber should put in some kind of bookkeeping system 
whereby his costs and profits can be kept track of. Mr. 
Swann feels that the future of the plumbing business de- 
pends on the businesslike attitude of its plumbing and 
heating contractors, and recommended that everyone who 
did not have such a system working at present should get 
one installed immediately. 

Among his special recommendations, which were re- 
ferred to the resolutions committee he urged that the in- 
coming board of directors immediately work out a plan of 
financing the annual convention of the association without 
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having to call on manufacturers and jobbers for assist- 
ance. This was referred to the incoming directors by the 
committee. Mr. Swann also recommended that the asso- 
ciation invite the co-operation of the manufacturers and 
wholesalers in an effort to settle the problems of the in- 
dustry. This was concurred in by the committee. 


OFFICERS ELECTED 

EORGE W. REDEKER of Wheeling was elected pres- 
(; ident of the association te succeed Mr. Swann, and 
will be assisted by Fred J. Eichert, of Welch, as vice 
president, and Thomas Schoefield, of Wheeling, as secre- 
tary-treasurer. The board of directors elected for the en- 
suing year is composed of the following: John A. Shanklin 
of Charleston, Harvey Nelson of Parkersbufg, J. B. Hagan 
of Huntington, W. B. Blottman of Williamson, B. C. 
Weidebusch of Morgantown, C. A. McMunn of Clarksburg. 
The meeting was called to order the first morning by 
C. V. Swann of Huntington, president. Dr. W. S. Rosen- 
heim of the Huntington chamber of commerce gave the 
opening address, and Mayor W. E. Neal of Huntington 
welcomed the convention to that city, the response being 

made by George W. Redeker of Wheeling. 


COMMITTEES APPOINTED 

RESIDENT SWANN appointed J. W. Krumme of 

Wheeling as sergeant-at-arms, with E. B. Smith of 
Kenova as his assistant. The committees were as follows: 
Credentials committee: Dan Booth of Wheeling, W. C. Fil- 
son of Point Pleasant and W. B. Blottman of Williamson; 
resolutions committee: Thomas Morgan of Charleston, 
C. E. Mumford of Fairmont, Henry A. Spencer of Clarks- 
burg, D. M. Stewart of Morgantown and Fred J. Eichert 
of Welch; auditing committee: R. H. Holtzworth of Hunt- 
ington, C. A. McMunn of Clarksburg, A. EB. Jackson of 
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Fairmont, Roy Keyser of Beckley and Thomas Schoefield 
of Wheeling; apprenticeship committee: L. W. Nau of 
Wheeling, J. L. Davis of Huntington and A. O. Lee of 
Charleston. A committee composed of J. R. Shanklin of 
Charleston, W. B. Blottman of Williamson and Harvey 
Nelson of Parkersburg, was appointed to send an appro- 
priate floral offering to E. C. Weidebusch of Morgantown, 
a state director, who lost his wife the first day of the con- 
vention. 

B. Joseph O’Donnell of the National Trade Extension 
Bureau gave an interesting talk on civic duties of the mas- 
ter plumber, urging the members of the association to be- 
come active members of the service clubs in their home 
towns. Mr. O’Donnell also told the master plumbers that 
they were dependent on the journeymen, jobbers and man- 
ufacturers, who in turn were dependent on them, and that 
they should remember that any one of the four was handi- 
capped without the other three, and that all four must 
make a reasonable profit to be able to stay in business. He 
also urged the members to put showrooms in their shops 
and to make an active effort toward merchandising, bring- 
ing in the work of the General Federation of Women’s 
Clubs to show that the master plumber must do his part of 
the work if the federation’s offer of assistance is to be 
utilized. He closed by urging the men to get up on their 
feet and talk at conventions and meetings. 


NATIONAL ASSOCIATION REPRESENTED 
HE National Association of Master Plumbers was rep- 
resented by Crist F. Troutwine of York, Pa., a di- 


rector of that association. He brought greetings from 


that association, and the Pennsylvania state association, 
and gave a good talk on the benefits of organization work. 
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Charles I. Baker, chief engineer of the Hoffman Heater 
Co., Louisville, Ky., gave an extremely interesting talk on 
“The Sales Story.” Mr. Baker opened his talk by pointing 
out that the master plumber had a different relationship 
with the public than any other craftsman, in that he has 
an interest in an installation long after it has been made, 
while in most other crafts the job is forgotten when com- 
pleted. Another point is that plumbing goods have just as 
much interest after they are installed as they did in the 
showroom, as customers expect a master plumber to serv- 
ice his installations for years after the installation. 

Mr. Baker thinks this is a decided advantage to the 
master plumber, rather than a handicap, as it gives him an 
opportunity to get into the home and recommend other im- 
provements. “The master plumber has always been a 
merchandiser to some degree, but he has always been the 
home super-service man. This must continue to be,’’ says 
Mr. Baker, as he feels that the master plumber must al- 
ways be looked upon by the home owner as the “‘Shome con- 
sulting engineer’’ and should never let the home owner 
forget his dependence on the master plumber. 

Plumbing material can never be successfully sold by the 
so-called ‘“‘direct-to-you”’ jobber, said Mr. Baker, as 
he does not know enough about the mechanical part of 
the business to be able to recommend the proper equip- 
ment to the home owner. “Successful selling of plumbing 
goods can only be made through the men who understand 
the science and art of plumbing, because each sale must 
first be engineered in the art and science of plumbing if a 
successful installation is to be made,’’ Mr. Baker said. He 
went on to point out that because of his mechanical train- 
ing it was hard for a master plumber to become a good 
salesman, but that every master plumber should under- 

stand finance, manage- 























Exhibits at the conven- 
tion of the Master 
Plumbers’ Association of 
West Virginia — Both 
ends of the hall 


ment, advertising and 
salesmanship. 

He said that sales- 
men are good _ story 
tellers, and _ should 
have their sales story 
well organized. He told 
the master plumbers to 
put selling on a basis 
of three fundamentals: 
knowledge, confidence, 
and a good sales story, 
explaining that each of 
these is necessary to 
make a_ good _ sale 





(Continved on Page 71) 
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Ch urchy 


sani-black 


LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 


There is absolutely no exposed metal 
anywhere, top or bottom or back, 
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when this seat is installed. No screws 
are used in attaching hinges to seat. 
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The hinges on¥Church Sani-Black Toilet 
Seats are black in color. But the black is 
not a surface finish. It is a thick, hard, 
black composition molded over a brass core. 
There is nothing to wear off. You can’t 
even smash it off with a hammer. It re- 
quires no polishing which means a big saving 
to the owner. 





No. 19 





black molded hinges that cannot tarnish 
or corrode and wever need polishing... . 


and the complete seats are 

guaranteed for the life of any 

building in which they are 
installed. 


LACK Seats and black hinges that never need 
J polishing but are always polished. Seats and 
hinges that are indestructible, guaranteed in writ- 
ing for the life of any building in which they are 
installed. Such are the Church Sani-Black Seats. 
This means no rust, no corrosion—no maintenance 
costs—no replacement. It means that if Church 
Sani-Black Seats are just kept clean with soap 
and water they will always be 





moisture, atmospheric or climatic conditions and 
abuse. ‘There are no joints anywhere in the seat 
or covering. ‘There is no finish to wear off —are 
not affected by acids. 


That is why Church Sani-Black Seats are un- 
conditionally guaranteed never to break, splinter, 
chip, craze, crack or wear out, but to last for the 


life of the building. 


Recommended for factories, office buildings, 
public buildings, comfort stations, schools, 
theatres, stadiums, locker rooms, department 
stores, steamships, in fact any place where abuse 
must be expected. Le, 

Great merchandising and ad- 
—  vertising efforts are being put 








neat and rich in appearance— 
always a credit to the building 


behind Church Sani-Black 


as long as it stands. 
Church Sani-Black Seats are 


the only seats made with a 
laminated wood and core. The 
outside covering is a hard com- 
position vulcanized under heat 
pressure, completely encasing 
the laminated core. This gives 
the seat full protection against 
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Vi Construction 


The core of the Church Sani-Black Seat is 
built up with cross-grained layers of wood and 
sheet rubber vulcanized into a compact, homo- 
geneous unit. Each wood ply surrounded by 
rubber is permanently sealed and non-warping. 














Seats 





Seats to open up the Black 
Seat market for plumbers, just 
as we have done and are doing 
on Church Sani-White Seats. 
Send coupon today for a cross 
section and complete infor- 
mation on this wonderful 
new line of seats. C. F. 
Church Mfg. Co., Dept. S-27, 
Holyoke, Mass. 





C. F. CHURCH MFG. CO., Dept. S-27, Holyoke, Mass. 


Name 
Street 
City 


My wholesaler is 


Please send me at once cross-section and complete information 
the new Church Sani-Black Toilet Seat. 


State 


on 
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titania 


40” MONARCH 
BOILER 


For Oil Burner Equipment 


There Are None Better Than 


PAGE MONARCHS 


“The Distinguished Service Line’ 


The Page Monarch Boiler develops a high 
point of efficiency when oil burner equipment 
is used. The deep combustion chamber and 
the enormous amount of heating surface pre- 
sented to the action of the fire assures com- 
plete combustion of every particle of fuel and 


the greatest economy for the user of Page 
Monarch Boilers. This is especially true of oil. 


The deep combustion chamber and the long 
horizontal three-way, three-level fire travel are 
invaluable aids to better results with oil burner 


equipment. All construction details of Page 
Monarch Boilers lend themselves particularly 


well to the high combustion heating of oil 
burning. 


THE WM. H. PAGE BOILER CO. 


Makers of a Complete Line of Round and Square Steam and Water Boilers 


General Offices: 200 Madison Ave., New York Warehouse: Bush Terminal 
Branch Offices and Warehouses: Boston, 123 Beverly St.; Philadelphia, 1718 Sansom St.; Cleveland, Rose Bldg. 
FACTORY: MEADVILLE, PENNSYLVANIA 





Mention Domestic ENGINEERING when writing advertisers. 














Will Hold Apprentice Conference 


Ohto Association Supports Plan to Hold Apprentice 
Teachers Meeting This Summer 


T THE Ohio convention, held in Youngstown on 
A rebruary 8, 9 and 10, and where an instructive 

discussion of present trade extension plans was held 
as fully reported in last week’s issue, several important 
resolutions were adopted. 

The apprenticeship committee report was endorsed and 
approval given to the plan to hold a conference on teacher 
training at Columbus. A recommendation is included 
that every local organization support the conference. 

The new board of directors was instructed to use its 
efforts to secure a statewide inspection of plumbing. This 
decision followed from study of a resolution brought in 
by the Ashtabula local pointing out that cities examine 
master plumbers only for work done within city limits, 
whereas present laws permit such examinations to include 
the entire state. 

A resolution backing the efforts of the General Fed- 
eration of Women’s Clubs to have the government take 
regularly a census of the “home making” industry was 
adopted. 

From Akron, a suggested resolution was brought in, 
which called attention to the effectiveness of advertising 
in trade papers and consequently urged manufacturers 
to advertise that ‘‘we sell strictly through the wholesaler 
or master plumber’’ and for wholesalers to advertise ‘‘we 
sell through the master plumber only,’’ and for whole- 
salers to display a sign, ‘‘we sell wholesale only.” This 
suggestion was returned by the committee with the com- 
ment that its spirit was approved but that doubt was felt 
whether dictation could be given to the manufacturers 
and wholesalers, so that the resolution was opposed. The 
delegates approved the committee’s opposition. 

At the Ohio convention, William G. Bergner, secretary 
of the National Trade Extension Bureau, Evansville, Ind., 
advised the delegates to carry in mind those essential prin- 


ciples which would develop better business men. This 
means, for one thing, a close study of the question of col- 
lection. He pointed out that nothing is gained by taking 
jobs without a profit, or in having one’s profits tied up in 
accounts receivable, especially if such accounts are not 
collected promptly. While Mr. Bergner feels that consid- 
erable credit is due to a majority of the plumbing and 
heating contractors for their work in advancing the indus- 
try, he believes that too much business is still taken with- 
out the proper profits being obtained. He also expressed 
the view that too many cities have too many master 
plumbers but that better credit conditions and business 
methods will correct this tendency. 

The plumbing contractors, he feels, have béen careless 
in letting the public know what these plumbers stand for 
and the type of service they are equipped to give. More 
personal solicitation for business, as well as better places 
of business will correct this condition. More advantage 
should be taken of good sales letters, and of the sales effi- 
ciency of the printed message. All branches of the plumb- 
er’s business should be closely watched, so that the public 
is satisfied with the service received. 

Mr. Bergner pointed out that the Trade Extension Bu- 
reau is working on a program to have 1,000 new show 
windows opened up by master plumbers during 1927— 
that is, not by new men coming into the business but by 
those men who are now in the industry. He felt that 
under present conditions, too many fail to recognize the 
need of such display as an agency for gaining public rec- 
ognition, 

President Albert J. Wilson of the National Association 
of Master Plumbers, from his office in San Francisco, sent 
a message of greeting to the Ohio association, telling of his 
inability to be present and of the fact that he had re- 

(Continued on Page 75) 








Members and guests of the Ohio state association visiting the plant of the Youngstown Sheet & Tube Co., at Youngstown, 
during the recent convention in that city 
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Walworth Malleable Fittings | } 
































See how this fitting is tapped 


This cross-sectional view of Furthermore, Walworth 
a Walworth Malleable Iron’ malleable fittings are tapped 
elbow shows very distinctly on automatic machines and 
the precision with which the carefully gauged to insure 
threads taper inward from the hat the threads are within 


mouth of the fittings. the tolerance allowed by the 


A fitting in which the American Engineering Stand- 





threads are carefully tapped "ds. 

like this offers insur- That’s the extra 
ance of tight joints, measure of care and 
safety and minimum good workmanship that 
installation expense to you get when you spec- 
the user. ify Walworth products. 


WALWORTH 


Walworth Co. General¥Sales Offices: 51 East 42nd St., New York 


DISTRIBUTORS IN PRINCIPAL CITIES OF THE WORLD 
Plants at Boston, Kewanee, Ill., Greensburgh, Pa., and Attalla, Ala. 
Walworth International Co., New York, Foreign Representative 
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This is one of a series of picture stories on - 


the Manufacture, Use and Handling of 








of faucets is the forming of the mold. 
is not correctly made, or if the core is not properly 
set into it, the castings from that mold will be a failure. 








Testing molding sand 








If a mold 


Standing upright at 
the back of the picture 
above is a_ pattern 
which is shaped some- 
what as though four 
faucets were cut in 
two from end to end 
and the pieces pasted 
on opposite sides of a 
sheet of pasteboard. 


MAKING the MOLD 


NE OF the most particular processes in the making 
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The pattern, however, is made of metal and in addition to 
the half-faucets in relief on each side of the plate, it is 
also fitted with gates, which form the canals so that the 


molten metal can run from one faucet to another. 


foreground are the two 
halves of a sand mold. 
Cores are placed in 
the mold so that space 
for metal is left be- 
tween the core and the 
imprint of the pattern 
in the molding sand. 
The cores are sus- 
pended by core prints. 


In the 














Loading molding sand 


hes 


enna et ab 








Advertising Editorial 


A NEW ONE EVERY WEEK—No. 258 
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Off to a good start 


—after an invigorating shower 


ND NOT more than three minutes needed 
for it. The shower is an efficient aid to 
seers vous the man who has scant time in the morn- 

Fu ing, but who wants to face his day with the fine 
sense of fitness only to be secured by a shower 
of just the right temperature, followed by a brisk 





And while 
we're on the 
subject of 
bathing we 
suggest you 


rub-down. 
We have many types of showers. They ‘may 
easily be added to your present bathroom equip- 
ask us fora ‘i P 


free copy of ment. Come in and see our display. No obliga- 


“The Story tion. 
»f the Bath.” 
Fascinating, 


humorous, 
practical. It 
isn’t adver- 
tising. 


(In this space your Name, 
Telephone, and 
Address ) 











Advertising Made Easy 


LL YOU HAVE to do, if you are subscribing to the Advertising 

Editorial service, is to take the cut we send you each week of the 
illustration, clip out the copy above (or have your stenographer copy 
it out) and hand it to your local newspaper. You are thus relieved of 
all details—your copy is written, layout made, illustration cut all ready 
for use. 

For twelve of the illustrations—three months’ service—the cost is 
only $4.20. We mail the illustration each week and the copy appears 
on this page. In addition, of course, you are free to use the Sales 
Letter and the Adlet, so that for any one week you have a complete 
advertising effort. 
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ALES LETIER 
One a Week—No. 95 





Select a list of home owners—send them 
the following letter on shower equipment. 
Your stenographer can get them out in her 
spare time. Letters to known prospects are 
always more effective than general mailings. 


3 OO AN BROWN 
Plumbing : Heating 


Two Rivers, N. Y., 
February 26, 1927. 
Mr. Edward Jones, 
Two Rivers, N. Y. 
Dear Sir: 

With the expenditure of not more than 
three minutes in the morning you may enjoy 
an invigorating shower—get off to a good 
start.. The shower is an efficient aid to the 
man who doesn’t have a great deal of time 
in the morning in which to get through with 
breakfast and get to the office, yet who wants 
to start the day feeling fit. 

A couple of minutes under the shower, 
followed by a vigorous rub-down will induce 
that fit feeling. 

We have very complete displays of shower 
equipment—types to be used in connection 
with the bathroom equipment already in your 
home, or other, more elaborate types, to be 
installed in the new home. 

You are cordially invited to come in and 
inspect our displays. No obligation whatever 
on your part. We welcome such visits to 
our store. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 116 


HE ADLET forms a third effort for the week. 

It carries the same merchandising message 
as the Advertising Editorial and the Sales Let- 
ter—used in conjunction with them it will serve 
as an additional reminder of your sales message. 
And its cost is but little. Copy out the one 
below, add your name, telephone and address, 
and hand it to your local paper with instruc- 
tions to run it this week. 








A Shower 


Takes only three minutes with the 
right kind of equipment. Come in and 
see our very complete displays of vari- 
ous types of showers. 
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There’s a Big Market for 
GAS-ERA Gas-fired Boilers! 


plumbing and heating contractors, and introduce a new 
and greater measure of heating satisfaction among home 
owners. Profitable business for you! 


(G mont BOILERS offer a new and greater profit field to 


Extreme compactness, automatic operation, and multiple 
section design are factors that adapt Gas-Era Boilers to a wide 
range of installations for both residential and industrial service. 
Again, profitable business for you! 


Every feature essential to satisfactory operation of a gas- 
fired heating unit has been incorporated in the Gas-Era Boiler. 
From the standpoints of complete dependability, efficiency, and 
adaptability to different kinds of gas, the Gas-Era Boiler has 
been engineered with exacting regard for the job it has to do. 


Write for complete descriptive information 
and details of our selling proposition. 


GAS-ERA 


GAS-FIRED BOILERS 
Guaranteed Ratings 


Watch for announcement of 26 name-contest prize 
winners in the March 19th issue of this publication. 


Automatic 
RES) 
Devices 


Positive 
Electric 
Weytee 


JEtinise 
proof 





L. J. Mueller Furnace Co. 
167 Reed Street 


Milwaukee e. * Wisconsin 


Automatic 


Gas Pressure 


The Gas-Era Boiler is 
ideally suited to the 


following uses: 


Melting asphalt and 


tar. 


Supplying steam to 
baker’s ovens, candy 
kettles, coffee urns, 
pleating boxes, steril- 
izers, pasteurizers, etc. 


Heating 
liquids in 
pickling and 
plating vats, 
water and 
chemical 
stills, bottle 
washers, etc. 


Operating air- 
conditioning 
and drying ap- 
paratus. 


260 Fifth Ave. .°. .’. 


Capacities in Steam: from 
400 to 12,000 square feet’ 
Capacities in Water: from 
650 to 19,800 square feet. 





























Richardson & Boynton Co. 


Eastern Distributors 


New York City 


oak aepleeninee= tag tp: 














—— 
—— 


40 





HONEYWELL HEATING SPECIALTIES CO. 
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The 
Contrast 
Will 
Amaze 


You 





Temperature Regulators 


If you will but contrast Honeywell— 
from the standpoint of dependability; 
increased convenience, economy and 
safety; absence of annoying and costly 
servicing—with any ordinary method of 
automatic control, you will be amazed 
at the difference. 


Honeywell assures complete satisfaction. 
In service it is wresting from every 
type of installation such rare new quali- 
ties that householders are coming to 
regard Honeywell as absolutely essen- 
tial to perfect heating comfort. 


It is significant that the leading manufac- 
turers of heating boilers recommend Honey - 
well exclusively; and, of the important 
automatically controlled domestic oil burners, 
a very substantial proportion is equipped 
with Honeywell controls. 


WABASH, INDIANA 
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| Questions and Answers 


RADIATOR BELOW BOTTOM RETURN INLET OF 
| BOILER WILL NOT HEAT 
Editor, ‘‘Domestic Engineering’’: We have _ recently 
added a radiator in a new room in a basement, to a hot 
water pressure type upfeed system. The radiator is about 
| 3 ft. below the return inlet of the boiler and was con- 
nected as is shown in Fig. 1. It does not work properly, 
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Fig. 1 


and will- not heat up more than 6 inches from the top with 
water at 140 degrees. Will you please advise us what can 
be done to get results? 

Wis. C, A. H. 


The radiators must be moved to the position indicated 
at A on Fig. 1. The return line B must not be below 
the return connection on the boiler. The pipe sizes indi- 
cated are satisfactory and need not be changed. The re- 
turn line C should be removed. 

The radiator will have no circulation in the position in- 
dicated on Fig. 1, because the return line is too low. It 
forms a trap and the best you can do is heat the radiator 
6 or 8 inches on the top. If you will locate the radiator 
as indicated at A you should have no further trouble. 





HOW TO HOOK UP BOILER AND RADIATOR WITH 
' SINK ON SECOND FLOOR 
Editor, ‘‘Domestic Engineering’: —Fig. 1 shows the way 
I would connect a boiler and radiator with a sink on the 
second floor. Please check it up and give me your opinion. 
New York. Cc. B. J. 


You should provide a radiator valve on your supply 





Fig. 1 
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Your time- anywhere. saved 
in Birmingham 
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Malleable Fittings are only as good as their an- 
nealing. Human vigilance alone cannot obtain 
perfection. Automatic, infallible, mechanical tem- 
perature control is vital. 


CCURATE ALIGNMENT, clean-cut threads, cham- 

Aten faces and all the other good mechanical 

qualities of all Stockham Fittings avail nothing, 

in the service of malleable fittings, if the annealing 
is imperfect. 

The making of malleables is a heat process—every 
nook and corner of each vast oven in the big Stockham 
battery must be maintained at a certain definite tem- 
perature. Uncanny instruments, unerring in their 
accuracy, record the temperature in four different spots 
in each oven. The intelligent, watchful eye of the in- 
spector is quick to detect the slightest variation and 
accordingly has the temperature regulated. 

This important detail, one of the regular 47 Stock- 
ham inspections and tests, is in itself good reason for 
the big and increasing demand for Stockham malle- 
ables. For a quarter century Stockham Fittings have 
been doing their duty on America’s pipe lines. Your 
wholesaler can wr you promptly; you will find it 


Write for our profitable to purchase all your supplies from him. 


complete catalog 


cr STOCKHAM 
———> 


WHOLESALERS 
‘pal PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALABAMA 


principal cities 





Warehouses with Complete Stocks in: 
BROOKLYN, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. 


STOCKHAM FITTINGS 
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kor every 
plumbing 
Contractor 
this book 

of pipe 


facts 





Here’s another Cohoes service. This hand book will be very 


useful to you every day. All standard pipe sizes are listed, nipples, 
couplings and pipe bends. 


Every measurement you want is in this book. It tells you the 
scientific reason for long life in Cohoes Genuine Wrought Iron Pipe. 


It will help you to make estimates and will assist you in writing 
orders or specifications. 


This book is free to contractors. Send for your copy today. 


Cohoes Genuine Wrought Iron Pipe has been made by the original hand puddling 
process for over 72 years which backs up the contractors’ promise of performance. 


COHOES ROLLING MILL COMPANY 
COHOES, NEW YORK 


SALES OFFICES: PHILADELPHIA, FORT WAYNE, MINNEAPOLIS, NEW YORK, BOSTON, 
NORFOLK, LOS ANGELES, FORT WORTH, KANSAS CITY, OMAHA, CLEVELAND 





i A EA 


Mention Domestic ENGINEERING when writing advertisers. 














February 26, 1927 


as shown on Fig. 1. The connection to the sink shown 
at B should be made on a 45 degree, if at all possible. 
Both the supply and return must be pitched in the direc- 
tion of the arrows as indicated. With reference to the re- 
circulating line, this should be %-inch and must pitch 
downward, as indicated. 

If you desire to extend this recirculating line to the 
sink you may run a %-inch line from point C to point V, 
pitching this line in the direction of the arrow. This will 
assure hot water at the sink at all times. At C you must 
install a %x%sx%-inch reducing tee. The recirculating 
line must connect to the coil in the furnace, as indicated 


on Fig. 1. On this line a 2 degree or 5 degree check valve 
must be provided where shown in order to prevent the 
drawing of cold water from the tank when a hot water 
faucet is open. This check valve must be installed, re- 
gardless of whether or not you provide a recirculating 
line between A and C, because by means of the return 
line of the radiator there is danger of drawing cold water 
through this line when a hot water faucet is open. The 
cold water supply line in the range boiler should be pro- 
vided with a 1/16-inch vent hole. 


Legal Questionnaire 
Answered by “The Judge’’* 


TAKING OF PROMISSORY NOTE DOES NOT NECES- 
SARILY EXTINGUISH LIEN RIGHTS IN FLORIDA 
Editor, “Domestic Engineering’’:—-The writer remem- 

bers reading the decision of the “Judge” in the legal col- 

umn of your valuable paper, to the effect that a note did 

not cancel the holder’s lien rights in the event the note 

was not paid and matured before the time limit as required 
for filing liens. 

It would be of untold valué to us if you can furnish us 
with this information, as we have a case coming up for 
trial and in our state there is conflicting precedent, as one 
judge has ruled that a note cancelled lien rights, but an- 
other judge has also ruled that it did not cancel the privi- 
lege of filing a lien. Any information you can give us on 
this matter will be highly appreciated by this concern, 
who has been a subscriber to your paper for some time 
and who puts much confidence in its opinions. 


Florida. P. W. P. 


Answer: Probably the varying decisions, referred to by 
your letter, are the result of varying facts, rather than 
variation in the interpretation of the law by the different 


courts in your state. 

I have found one decision of the Supreme Court in 
Florida, and that decision, in general, is to the effect that 
a contractor who takes a note for work done for which he 
has a right to a mechanic’s lien, does not necessarily lose 
his lien rights thereby. Whether a contractor does lose 
his lien rights depends upon the fact whether he took 


the note in extinguishment of the lien. 

In the case to which I have referred above, that of 
Stringfellow vs. Coons et al., decided in 57 Florida 158, a 
sub-contractor entered into a contract with the general 
contractors to do plumbing work and furnish materials 
and notified the owners as required by your statutes. The 
general contractors gave a note to the master plumber, 
which was not paid at maturity and which was returned 


*Every effort is made to the end that these answers may 
be authoritative. However, we cannot assume any respon- 
sibility because of the very nature of the service, which is 
rendered without a personal interview.—Editor, 
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EXCEL UNIONS are made 
from the best air refined 

















malleable iron, and by men 
who make nothing but Unions. 


Rigid inspection standards 
protect you against inferior 





quality. You can depend on 
EXCEL UNIONS — they 
stand up — they excel. 


Ask Your Jobber 
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Providence Fittings Co. 


7 Water Street, Boston, Mass. 
New York Office: 210 East 45th Street 


Listed as ‘Standard by 
Underwriters’ Laboratories 
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Jenkins Y-Valves are ad- 
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dirt are present in water or 
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to the general contractors. Upon receipt of the note, the 
master plumber credited the general contractors’ account, 
on their books, with the amount of the note, but later 
erased the credit, when the note was returned by him. 
The Supreme Court held that the taking of the note had 
not extinguished the lien rights of the master plumber, 
and said: 

“We do not think that, in view of the evidence on this 
point, the court could assume that the note was accepted 
by the plaintiffs as a credit on account of their contract. 
The evidence for the plaintiffs tended to prove that the 
general contractors gave the plaintiffs their promissory 
note. This note was not paid. At the time it was given, 
the plaintiffs gave the general contractors credit for the 
amount on their books, but, when the note was not paid 
at maturity, the credit entry was erased, and, after holding 
the note for nearly a year, the plaintiffs returned it to the 
general contractors, and it was destroyed’ befure the trial 
of this case. . . . It was made to appear that the plaintiffs 
surrendered the note and it was not enforceable against 
the makers. The fact that the plaintiffs, upon receiving 
the promissory note, credited the amount upon their books 
does not conclusively establish that the note was taken 
in payment so as to defeat the lien. The plaintiffs did 
not waive or forfeit their right to a lien by taking the 
promissory note of the general contractors for what was 
due them, unless the parties agreed that the note should 
have the effect of extinguishing the lien, or such was their 
intention. . . . The effect of the plaintiffs’ action with 
reference to the note was a question for the jury. 

From the above decision you will see that the question 
whether a note extinguishes lien rights, depends upon 
whether the parties agreed that it should and that it was 
their intention. It would be possible for the parties to 
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take such action that their acts would be construed to the 
effect that the note had been taken in extinguishment of 
lien rights, even though they had not made a specific 
agreement to that effect. But, unless their intention 
could be so inferred from the facts, or unless they had 
actually agreed that the note had been taken in payment, 
the law of your state says that a note does not necessarily 
mean the loss of lien rights. 

The varying decisions to which you have referred un- 
doubtedly are the result of different facts in the two cases. 
Also, they were probably decided in the trial courts, and 
not in the Supreme Court, which latter court is the court 
of last resort, and the different decisions resulted from 
the fact that in one case the note was taken in payment 
and so extinguished the lien rights, and in the other it 
was not so taken. 

Therefore, the decision in your case will depend upon 
the answer to the question whether you agreed to take 
the note in payment and in extinguishment of your lien 
rights, or whether the facts and your acts tended to show 
that you and the maker of the note so intended. 

Although the Florida decision to which I have referred 
does not so involve the question of when the note ma- 
tured, the decision cites ‘“‘Cyc,’’ and propositions of law 
which hold that a lien right is not lost if the note ma- 
tures prior to the time within which a contractor must 
start to enforce his lien rights. It would be necessary, of 
course, for you to take all the necessary steps to enforce 
your lien rights, within the time required by your statutes. 





The Austin Heating Co., of which Forrest Schleuder, 
Austin, Minn., is president, contemplates construction of 
a central heating plant in that city, but no exact date has 
been set for the beginning of the project. 
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includes Hudson Concealed Mixing 
Valve (14 inch supplies); top nozzle 
supply for tub; 5-inch balljoint cast 
shower head with removable face; 
14 inch stops for control of shower 
and tub; 1 inch corner bar with 
heavy cast flanges; white duck cur- 
tain and pins. 
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Another Simplex-equipped school ~ 


The increasingly large number of schools through- 
out the country that are equipped with Simplex 
Flush Valves is an indication of the 
service built into these valves. 


You can do no better on your public or 
semi-public building installations than 
to specify and install Simplex Flush 
Valves. And you can do so with full confidence 
that they will stand up—day in and day out—without 
profit consuming servicing. 


FROM YOUR JOBBER 


The BEATON & CADWELL MFG. CO. 
Established 1894 NEW BRITAIN, CONN. 


Office and Warehouse carrying ‘stock of Perfection Products and Simplex Flush Valves 
234 WATER ST., NEW YORK_CITY 
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An Odd Experience with a Small Vapor 
Installation 
By Max Paul Miller 


plant installed in a two-family house in Cleveland. 
I found two complete systems, one for the first floor 
and one for the second floor. 

The complaint was that, no matter how hard they fired 
they could not obtain a sufficient amount of vapor to fill 
more than one or two sections of a few radiators located 
near the boiler. 

It has always been my habit to question the operators 
of the system regarding how they fired the boiler and 
what they do at various periods of the day to get heat, 
then question them closely to find out what trouble they 
have experienced. This I find always provides a lot of 
leads and often helps to quickly ascertain the trouble. In 
this case the same procedure was followed but we could 
not get very much information except that they could get 
no heat. 

There were two round steam boilers properly connected 


: FEW years ago I was called to inspect a heating 
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PIECE OF 
BURLAP 





























Fig. 1 


to the mains. The mains were of good proportion properly 
dripped through a wet line with vents at each end. The 
returns had plenty of grade and, in fact, it was what I 
would call a very good installation, but with all that it 
would not circulate. That to me, seemed very strange. 

First, we built a wood fire and with the heat we pro- 
duced we should have heated a factory but of no avail. 
Then we disconnected the return mains, then the supply 
mains, looking for a stoppage in the pipes, but to our 
surprise everything was clear. After this examination, I 
came to the conclusion that the fault lay entirely with 
the boiler, which, of course, the boiler man, who happened 
to be on the job, resented. But after we disconnected 
the supply main at one of the boilers, then fired with wood 
and could not get an ounce of vapor, there was no use 


looking farther. (Continued on Page 48) 
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PRODUCTS 


for You 


The Penberthy Model R Cellar 
Drainer is a water ejector of high 
capacity, automatically operated by 
a float-controlled, quick opening and 
closing valve. 


It is positive in operation and so 
constructed that all working parts 
are above the water, eliminating the 
possibility of corrosion or faulty 
operation because of slime or 
sediment. 


Penberthy Cellar Drainers mean 
profit to you and because of their 
reliability, you can assure your cus- 
tomers that with a Penberthy in- 
stalled, the danger of damage to 
valuable stocks or machinery is com- 
pletely eliminated. 


PENBERTHY INJECTOR CO. 
Established 1886 
1260 Holden Ave. Detroit, Mich. 
Canadian Plant: Windsor, Ontario 


AUTOMATIC 
CELLAR DRAINERS 
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JENKINS 


TESTED BRASS’ 
FITTINGS 
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After much arguing I finally had the boiler taken down, 
staying right on the job to find out what the trouble was, 
and this is what we found the boiler contained: One 
bucket of broken-up concrete; one gallon of oil, something 
like heavy cylinder oil used in an automobile; a piece of 
burlap about eighteen inches square stuffed in one of the 
water passages. See Fig. 1. 

After removing all of this and reassembling the boiler 
and attaching it to the heating system, it circulated vapor 
at two ounces pressure and I never saw a prettier work- 

















ing job. 

No wonder it was impossible to get heat out of a boiler a 
with all that junk in it. 

The other system acted the same but not quite so badly, 
but to make sure, the boiler was taken down and the same 
rubbish was found in that one. 

Of course the owner was pleased. Surely no one would 
put oil and concrete in a boiler. It must have fallen in 
while the boiler was lying on the outside before it was 
taken into the cellar, but for the life of me I could not 
think how a piere of burlap could get into each of the 
two boilers. 

Because of all the opposition I had from the boiler man, 
the contractor and the tenant in the building, I was almost 
stumped on this one. ‘ 


The “Triangle J” 
What is it? 


It is the trade mark 
to be found on Jen- 
kins Tested Brass 
Fittings—your sign 
post to satisfactory 
installation. 


Jenkins Mfg. Co. 
Bloomfreld, N. J. 











Practical Problems—No. 25 
| $3 paid for acceptable ideas 














Another Use For Scrap Pipe 


Supports for Shafting and Pipelines Used by One Master 
Plumber 














use of with the aid of the oxy-acetylene torch. 

Frames for warehouses, roof trusses, towers, bends, 
radio masts, flag poles, sign posts, stairways and railings 
made by means of the acetylene torch are familiar to the 
average master plumber and heating contractor, but here 
is the way he can apply it to his own business. 

The picture shown in Fig. 1 illustrates a series of shaft- 
ing supports built from scrap pipe and short lengths of 
I-beams. 

It was desired to run the line shaft at an elevation 
which could not be conveniently reached by shaft hangers 
swung from the roof trusses; hence the series of bents are 
built and set in concrete fittings. Not infrequently, a 


Sie pipe is valuable and can frequently be made 





Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or “‘R”’ 


and “L” nipples, and therefore SAVE YOU TIME 
and MONEY. 








ee PAY ie) 


Illustration shows 
position of pipe in 
sleeved hub after 


Simply drop pipe 
into sleeved hub, 
screw into top fit- 
ting, calk—and the 
job is done. 


being screwed into 
top fitting. 


NOTE: Oakum 
cannot possibly 


work thru joint, 
or pass end of pipe. 


TT 


Manufacturers of a complete line of fittings for 
either CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 

Write today for catalog of modern and econom- 
ical plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 
1100 W. 38th St. :: Chicago, Ill. 


Warehouses: Chicago, IIl., Gadsden, Ala. 
Factories: Gadsden, Ala 
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Fig. 1.—Shafting supports built of scrap pipe 
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O-B No. 20 Line Flexitite 
Gate Valve 
(Patented) 























Sectional View of 

No. 20 Line O-B Flexitite 

Gate Valve 
(Patented) 


—a world of difference 


HETHER a gate valve shuts off tight or doesn’t 
may mean much to both yourself and your cus- 


tomer. 


venience or actual property loss or damage. 


To your customer it may mean serious incon- 


To you it 


may result in high installation costs, an expensive re- 


placement, a lost customer. 


None of these possible conse- 
quences worry the plumber 
who uses O-B Never Leak Gate 
Valves. The reason is in the 
patented Flexitite Disc—the 
greatest improvement ever 
brought forth in gate valve de- 
sign and construction. 

The slight flexibility of the 
Flexitite Disc insures a per- 


manently closecontact between 
the disc and the valve seats. 
It actually insures a gate valve 
that never leaks—shuts off tight 
on steam, water, air, gasoline, 
gas, oil and vacuum systems. 


Ask your Wholesaler to show 
you a Flexitite Gate Valve. Or 
write us direct for complete 
particulars. Address 


Ohio Brass Company 
Mansfield, Ohio 
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Thermostat and relay switch 
may be placed economically at 
the point most desirable for 
operating results. No hand 
switch is necessary. For large 
motors, relay switch acts as 
pilot relay for automatic start- 
ing switch. 
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‘ Minneapolis dual control, 
through a limiting thermostat 
placed in the steam coils, pre- 
vents operation of blower when 
steam pressureistoolow. Elim- 
inates blowing cold air into the 
room through outside intakes. 

Prevents freezing of pipes. 
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Correct Location 


of Controls is Vital 
In Unit Heating 


This Minneapolis Layout Permits 
Economical Installation at the 


Point of Greatest Effectiveness 


Employing low voltage exposed wiring, the Minne- 
apolis Heat Regulator may be placed wherever it 
will produce the best results. This is impossible at 
reasonable cost where 110 volt wiring is required. 


The question of location, however, goes farther 
than the single item of cost. Unless low voltage 
wiring is used, there is a tendency to place the con- 
trol where wiring is easy. Automatic control, often 
the determining factor in the success of the whole 


system, then fails to function with maximum 
efficiency. 


On the contrary, installation of Minneapolis stand- 
ard equipment enables unit heaters to do all that 
their respective designers have made possible. In- 
sures remarkable uniformity of temperature. Pre- 
vents overheating. Saves fuel. Clock control 
maintains'a lower temperature in departments or 
sections of buildings not used at night. Change is 
made automatically, timed to suit operating pro- 
gram of each department. 


Information on this important develop- 
ment in unit heating should be in your 
files. Sent promptly upon request. 


Minneapolis Heat Regulator Co. 


Est. 1885 


2801 Fourth Ave. So. Minneapolis Minn. 


The AJINNEAPOLIS” 
0% HEAT REGULATOR 
FOR UNIT HEATING 
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master plumber or heating contractor finds use for a small 
power plant and, by utilizing his scrap pipe in this way, a 
yery inexpensive shaft support can be made. 

The construction is very simple. Perhaps the only fea- 
ture requiring explanation is the type of joint by which the 
top horizontals are connected to the inclined post. A slot 
shaped like an inverted T was cut in the top. of éach post 
with a blow torch, sufficiently wide and long enough so 
the ends of the I-beams could extend into the pipe. Thus 
the bottom flange of the I rested on the bottom of the 
horizontal part of the slot, while the top flange of the 
beam rested on the end of the pipe. The beam was then 
welded to the pipe post at all points of contact, making a 
strong and solid joint. 

I-beams were used as top horizontals to provide flat sur- 
faces for the cast iron pillow blocks. The latter are held 
in place by means of U-bolts. The final lining up was done 
by shimming up between each pillow block and its sup- 


ports. 
The cost of constructing these supports is compara- 








Fig. 2—A rigid and good looking pipe support 


tively small. With a stock of second-hand pipes a very 
rigid and good looking structure can be built up to fit 
even the most irregular pipe layout. 

The illustration, Fig. 2, shows a specially welded con- 
struction. This particular support was first made for the 
five pipe lines at the right. At a later date, two auxiliary 
pipes were required, but it was easy to extend the support 
to meet the new condition. 





Bids are being received for a 4-story brick and steel 
apartment house, $5x120 ft., to be erected at Martin and 
Avon streets, Cambridge, Mass., for John L. Cotter. The 
plans were prepared by Frank E. Harlow and provide for 
apartments for 35 families. 
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FITTINGS 


We are so proud of Square 
““G’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 
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THE GRABLER MANUFACTURING CO. 
CLEVELAND, OHIO 


WAREHOUSES — NEW YORK, CHICAGO AND SAN FRANCISCO 








Have you seen the new Speakman 


Pop Up Bath Waste? 


It is especially designed for 
use with showers, which re- 


quire no panels in the wall. 


SPEAKMAN COMPANY 


WILMINGTON 33 DELAWARE 











MYERS ELECTRIC 
HOUSE PUMPS 


For Home or Farm 


A ree unit aes | to be con- 
nected up with water and power lines. 
Equipment includes pump, motor, tank 
automatic switch, gauges, valves and 


fittings. Operation o- 
rent—city service and farm lighting 
and power systems. Most im nt 


'e, silent, sure and dependable. An 
achnowled leader in water “ules 
and one that always gives antatnetien. 
Other water systems of equal merit for 
hand or power operation make up the 
MYERS LINE—A postal brings cata- 
log and information. 


Tue F. E. MYERS & BRO. CO. 
Ashland, Ohio 
Ashland Pump and Hay Tool Works 
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There’s Real Satisfaction - 
and Profit in Every 


I. & M. Product 


Where brass goods are used, you, 
Mr. Plumber are interested in two 
things: 











Your Customer’s Satisfaction 


and, The Profit to Yourself 


The purchase of inferior goods 
leads to the loss of the first point 
almost immediately and sooner or 
later, the service calls necessary 
to repair such material will eat up 
whatever profit you may have 
made in installing. 


You can attain both points once 
and for all by the use of I @ M 
Brass Goods. 


The new I © M Concealed Bath 
and Shower Fixture is but one ex- 
ample of the type of goods turned 
out by I @ M. It combines not 
only the very best in metals with 
the very latest in convenience but The New I & M Concealed 
also represents the highest type Bath and Shower Fixture 
of workmanship. 











Send for the I & M Catalog for valuable 


he 


pointers on quality brass goods. 


1501 BEARD AVENUE DETROIT, MICHIGAN 


R. C. WILSON, R. C. WILSON, REPRESENTATIVES: WM. P. HORN CoO., P. C. ABBOTT CO., 
5 East 42nd Street, 121 N. Broad Street, L. C. Smith Bldg., Richmond, Va. 
New York City Philadelphia, Pa. WM. P. HORN CO., Seattle, Wash. 


R. C. WILSON, L. T. DELAVIGNE on eae. ; WM. P. HORN CO.) W. F. HARPER, 
261 Franklin Street, Michigan and Ohio n Francisco, Calif. Wilcox Bldg., 4221 Lindell Avenue, 
Boston, Mass. Representative Los Angeles, Calif. St. Louis, Mo. 

Detroit, Mich. 
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| The Boiler on the Roof! 


(Continued from Page 19) 


1,250,000 B. t. u.’s per hour. It is used to heat the air 
supply to the theater. The smaller boiler is 5 ft. 6 inches 
long by 2 ft. 3 inches in diameter. It is capable of giving 
700,000 B. t. u.’s per hour. This is used to heat the air 
to supply the restaurant and ballrooms. 

The burners of these boilers are not of the Bunsen type, 





but are of the ordinary lighting type, consequently a pri- 
mary air supply is not necessary, and lighting-back 
troubles (back-firing) are entirely eliminated, there being 
no risk of this whether the burners are working to the 
full capacity or are cut down to a mere jet by the auto- 
matic control. 


TO ATMOSPHERE 











LPT 25°’ 





HEAQER OF HEATING GATTERY 
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Fig. 3—In heating the restaurants and ballrooms below the 

theater, the hot water circulates to a depth of over 120 feet 

below the boiler. The above sketch is not drawn to scale, but 
is meant to show the method adopted 


To insure perfect combustion a secondary air supply 
passes over the burners and to secure the best results a 
chimney having a vertical height of at least 40 ft. is usu- 
ally necessary. With the boiler house on the roof such a 
chimney was quite out of the question, but the difficulty 
was successfully overcome by the installation of fans 
which create the necessary draught. By this method an 
efficiency of 95 per cent is obtained without a chimney. 

The system of ventilation has proved a great success. 
Cold air from out-of-doors is driven by fans over a battery 
of hot water pipes by means of which it gets its prelimi- 
nary heat. It is next washed by being forced through 
water sprayed from a number of small jets, following 
which it passes over dirt-eliminator plates which remove 
all the dust and other impurities of a like nature. Next it 
Passes over the main heating battery consisting of spe- 
cially constructed tubes through which water circulates at 
140 degrees F. Finally the clean air, which in cold 
weather is heated to 60 degrees F., is delivered by means 
of main and branch ducts into the theater, through grilles 
which are arranged underneath the seats. The vitiated air 
is drawn out through the dome of the theater by means of 
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Penrectiy MACHINED 


Besr RED METAL 
F ITTINGS WELL BUILT 
P B F’s combine all of these qualities 


“The Red Brass Fitting Line’ 


PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 


























Positive 
Protection 


Donnelly Pressure Relief Valves are 
equipped with an external spring 
which is positive assurance of pro- 
tection. 
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The valve can be adjusted in thirty 
seconds by any mechanic. Operates 
at any required pressure from a 
pound up, as may be found necessary. 







Designed for use on tanks in base- 
ments, range boilers, storage heaters, 
and closed plumbing sys- 
tems. Operates auto- 
matically when pressure 
becomes too great. 


We also make a com- 
plete line of TEMPER- 
ATURE - VACUUM 
and PRESSURE valves, 
either single or in com- 
bination. 


For sale by all 
good jobbers. 


Donnelly Manufacturing Company 
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3-Column Radiator 


In radiator design style is as much 
a factor as utility! Progressive 
plumbers today want to heed the de- 
mand for artistic design, and find in 


UNION ART RADIATORS the very 
combination that will meet every re- 
quirement! And notwithstanding 
their many advanced improvements, 
UNION ART RADIATORS cost no 
more! 





An Easy, Profitable Seller 


The UNION ART line is indeed a complete line. Combining as 
it does, beauty and refinement_of design with strength and sturdiness 
as well as efficiency of construction, you will find UNION ART 
radiators easy and profitable to handle. For increased radiation sales 
in 1927 tie up to the UNION line! Write for details. 


UNION Radiator il 


JOHNSTOWN, PA. 


Branch Warehouses — New York, Philadelphia, Chicago, Harrison, 
altimore. 








UNION Super-Surface Boilers form another avenue of profit to yot ae 
another UNION product you can safely install and back! Many det ide 
advantages which mean maximum heating efficiency at minimum ost 
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exhaust fans. This dome is plainly seen in Fig. 3. Inside 
of the theater the air is kept at a pressure slightly higher 
than that of the atmosphere outside. By this means the 
occasional, unwelcome London fogs are prevented from 
entering the auditorium, ballrooms or restaurant. Calcula- 
tions have been made so that it is possible to provide a 
given quantity of air during a given time for each person 
in the building and the required quantity of air is sup- 
plied in this manner. This is in compliance with the by- 
laws of the municipal authorities relating to air supply. 
Means have also been provided for cooling the air when- 
ever that should be found necessary during the summer 
months. 


TWO HEATING INSTALLATIONS 
HERE are two separate and distinct heating installa- 
1% tions, each having its own boiler situated on the roof 
of the main building. In the installation which heats the 
air supplied to the theater, a circulation is obtained to a 
depth of 75 ft. below the boilers. In the installation for 
heating the air supplied to the ballrooms and restaurant, 
a circulation is obtained to the enormous depth of over 
120 ft. below the boiler. In each case the circulating me- 
dium is hot water and the circulation is obtained by means 
of a centrifugal pump driven by an electric motor. 
Prior to the installation of this equipment, one of the 
most distinguished English consulting engineers expressed 
grave doubts as to the successful working of the scheme; 
however, not only is a circulation obtained in both cases, 
but the results are perfectly satisfactory, an achievement 
which reflects credit upon all concerned, especially upon 
the heating engineer who designed the scheme and upon 
the heating contractors who carried out the work, these 
having jointly undertaken the formidable risks that were 
certain to be associated with the installation of a heating 
apparatus differing so fundamentally from orthodox meth- 
ods. The fact that their enterprise has been rewarded by 
complete success will undoubtedly be to them a source of 
much gratification. 





SECOND QUARTERLY UTAH MEETING TO BE HELD 
AT SALT LAKE CITY 


The election of officers, the proposed state plumbing 
code, the apprenticeship question, discussion of the condi- 
tions of the plumbing and heating craft in different parts 
of the state, the membership campaign, and other current 
problems will be considered at the next meeting of the 
Utah State Association of Sanitary and Heating Engineers, 
which will be held March 10 at Salt Lake City. 

The present Utah State organization is beginning on its 
fifth year. Under the guidance of its past-presidents, 
Henry G. Blumenthal and A. H. Higham and its present 
chief executive, National Director William A. Bywater, it 
has grown from an association containing only a handful 
of members to its present quota of sixty, being well rep- 
resented in all of the cities of the state. 

The officers who served during 1926 are: William A. 
Bywater, president; Alex Mortensen, Provo, vice-presi- 
dent; Sylvester Walsh, Salt Lake, secretary; P. P. Erskine, 
Salt Lake, treasurer; Jack Rasmussen, sergeant-at-arms. 
The governing board, in addition to President Bywater, 
consists of H. B. Cromar, Salt Lake City, chairman; Mor- 
gan Lott, Lehi; Parley Burt, Springville, and A. C. Buck- 
ley, Provo. 

Utah will undoubtedly be represented at the National 
convention at Minneapolis next June. In addition to the 
president, one or two other delegates may be sent. It is 
probable that the Salt Lake City and Utah County asso- 
ciations of Sanitary and Heating Engineers will also be 
represented by a delegate. 
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Climax 
Cellar 
Drainer 





Positive Action! 


Instantaneous valve action 
makes the Climax Automatic 
Cellar Drainer the sensible 


one to install. 


No waste of water or steam 
—the valve opens completely 
when water has reached a 


depth of about 6 inches in 
the pit, and closes instantly 
when the pit is emptied. 


The Non-Automatic Climax 
Drainer may be used where 
there is someone constantly 
on duty. 


THE C. M. Ker” Mere. Co. 
J 


MANUFACTURERS OF 
PLUMBERS’ SPECIALTIES 
405-415 € O.rveR ST 
BALTIMORE, MpD.U.S.A. 
Pacific Coast Agents: 


WM. P. HORN CO. 


Rialto Bldg., San Francisco, Calif. 
509 Wilcox Blcg., Los Angeles, Calif 
L. C. Smith Bldg., Seattle, Wash. 
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Effictent 


Sloan Royal Flush 
Valves measure the 
flush with automatic 
precision regardless of 
how operated. 


Efficiency does not de- 
pend upon the operator 
and therefore is main- 
tained constantly at 
par. ; 





Albany, N. Y. 
Atlanra, Ga. 
Baltimore, Md 
Boston, Mass. 
Buffalo, N. Y 
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SLOAN VALVE CO. 
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Butte, Mont. Des Moines, lowa 
Cincinnati, Ohio Detroit, Mich. 
Cleveland, Ohio Durham, Conn, 
Dallas, Texas Fort Wayne, Ind, 
Denver, Colo. Indianapolis, Ind. 


Jacksonville, Fla. 
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Los Angeles, Cal. 
Memphis, Tenn. 
Miami, Fla. 


Milwaukee, Wis. 
Minneapolis, Minn. 
Nashville, Tenn. 
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New Orleans, La. 


"New York City, N.Y. 
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Philadelphia, Pa. 
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Washington, D. ¢ 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


Statements from various manufacturers, wholesalers 
and contractors carry a certain degree of optimism that 
augurs well for the future. All point out that the time 
is fast approaching when construction will be underway in 
good volume and manufacturers in general look for a de- 
cided quickening in requests for building material toward 
the end of March or even a little earlier. This optimism 
among leaders in the trade in Chicago appears sound as 
the figures released recently by S. W. Straus & Co. and 
published in this section last week showed that Chicago 
had made a gain of 18 per cent in building permits last 
month compared to January, 1926. This optimistic out- 
look finds further support in view of the fact that, so far, 
February has maintained a very good average in the num- 
ber of permits issued. Climatic conditions, also, have been 
unusually favorable this winter for uninterrupted work on 
buildings, this city having experienced but one heavy snow- 
fall since the first of the year. . 

During these early weeks of the year, which are nor- 
mally a period of seasonal dullness, the plumbing and 
heating business has proceeded in an orderly way. Or- 
dering by wholesalers has been mainly for quick turnover 
purposes and the past week witnessed no change in the 
mode of buying. Commodities such as range boilers and 
pottery, where price advances have acted as an incentive, 
have experienced the bulk of the forward buying that has 
been consummated. These price changes, however, oc- 


curred last fall and orders placed at the old price level are 
reported by manufacturers to be fairly well cleaned up. 
Orders reaching enameled ware and brass makers, while 
mostly for immediate shipment, carry a fair proportion of 
requests for deliveries within the next 30 to 60 days. 

Most wholesalers’ stocks are well assorted and of such 
a size as to avoid any embarrassment in deliveries. Manu- 
facturers, in general, are also in possession of ample sup- 
plies and most items are leaving makers’ plants in accord- 
ance with delivery dates requested by jobbers. One large 
boiler and radiator maker reports slightly deferred ship- 
ments on a certain type of radiation, but this is not seri- 
ous. Soil pipe makers state that production is being main- 
tained at a level just slightly ahead of current demand 
and that foundry stocks are at a minimum. 

One large manufacturer of welded and riveted range 
boilers recently issued a new sheet carrying an advance of 
about 9 per cent on all sizes of boilers. Aside from this 
the price situation is unchanged, with quotations from 
wholesalers continuing to be weak. 

January wholesale prices of standard plumbing fixtures 
for a six-room house, as collected by the Department of 
Commerce from reports of twelve representative manu- 
facturers and wholesalers, were $105.46, as compared with 
$105.74 in December and $109.79 in January, 1926. 

Soil Pipe 

The past week has seen no change in conditions pertain- 
ing to soil pipe in this territory. While makers state that 
business is a little slow right now, they are quite optimistic 





HILE business is normally in a period of sea- 

sonal slackness demand for plumbing and heat- 
ing goods proceeded in an orderly way during the 
week, and in general can be said to be good for the 
season with the outlook for the future very favorable. 
Wholesalers are adhering to their policy of ordering 
mostly in small lots for quick turnover purposes. 
There is, of course, a certain amount of forward buy- 
ing, but this is light in comparison to past years ‘and 
in most instances does not cover a period of ‘more 
than sixty days. Both manufacturers’ and wholesalers’ 
stocks are of such a size and well enough assorted to 
insure deliveries of most all items promptly. 

The major development in the price situation was 
in the form of a new price sheet issued by one large 
maker advancing all sizes of both riveted and welded 
range boilers approximately nine per cent. This new 
sheet was followed by a like action on the part of at 








ADVANCE RANGE BOILER PRICES 


least two other large interests in the New York ter- 
ritory. In general, prices of the other commodities 
listed in this report are well defined, and unchanged, 
although occasionally concessions are heard of on some 
items when large orders are in view. Wholesalers’ 
quotations continue to carry the same weak tone that 
has prevailed for some time. 

December shipments of round boilers in thousands 
of pounds, according to the Department of Commerce, 
were 18,177. December shipments of square boilers 
were 19,932. Shipments of radiators in thousands of 
square feet of heating surface were 14,435 for De- 
cember. January wholesale prices of standard plumb- 
ing fixtures for a six-room house, as collected by the 
Department of Commerce from reports of twelve 
representative manufacturers and wholesalers, were 
$105.46 as compared with $105.74 in December and 
$109.79 in January, 1926. 
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Upper Right — Owner and Builder, W. P. 
hnson; Architect, Philip Resnyck, New 


Co., Hartsdale, N. Y.) 


Above—Owner, Builder 
and Archt., C. Sweeter- 
man. (Plbg. 
Contractor, 


D.G. Dona- 











a CS petgte of the Borough 

of Manhattan, lies beauti- 
ful Westchester, its very name 
indicative of the kind of homes you'd 
expect to see. And you won't be 
disappointed! We illustrate just two 
of scores of new homes being built in 
this splendid residential district that 


(Plumber, Hartsdale Plog. & Htg. 




































have T/N One-Piece Closets in the 
bathrooms. 


Powerful flush, attractive one-piece de- 
sign, quiet operation, choicest fittings 
—these are a few of the reasons why 
any plumber will find T/N One-Piece 
Closets more profitable to install. Write. 


W. A. CASE & SON MFG. CO. 
220 Delaware Ave. $3 Buffalo, N. Y. 


Potteries: Robinson, Iii. 
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in viewing the future and look for a quickening in demand 
in about 30 days. Most orders reaching makers are for 
assorted carload lots marked for rush shipment, and, in 
emphasizing the character of buying, one maker pointed 
out that he has not a single order on his books for later 
delivery. Warehouse business is said by makers to be 
good. Foundry stocks are at a minimum, production 
being maintained at a pace sufficient to keep stocks just 
ahead of current demand. Prices have not changed. 
Steel Pipe 

Makers state that from the manner in which business 
has progressed thus far during the month that February 
should be fairly good. One maker, in speaking of Janu- 
ary, reports that his books show a slightly better record 
for that period than for the corresponding month of last 
year. New business during the past week compared fa- 
vorably with the averages of the preceding weeks of the 
month and was also similar to that period in that it con- 
tinued to consist chiefly of numerous small orders. Whole- 
salers are not anticipating their future requirements and 
most orders reaching mills request immediate shipment. 
Prices remain unchanged. 

Wrought Iron Pipe 

While makers report an increase in requests for wrought 
iron pipe since the first of the month, demand has not yet 
assumed large proportions. Buying on the part of whole- 
salers is still marked by their refraining from anticipating 
later needs and short term buying is the general rule. 
Wholesalers, however, have sufficient stocks to deliver 
pipe to contractors as wanted and mill stocks are such 
that prompt deliveries are being maintained from that 
source of supply. Prices have not changed. 

Enameled Ware 

Enameled ware business in this territory has picked up 
slightly during the past week or so and while one maker 
states that last month was slightly below January, 1926, 
he anticipates a fairly good volume of business for Febru- 
ary, with the plentiful amount of new construction that is 
being figured in this city. New business, which was 
fairly good during the week, was mainly for rapid turn- 
over purposes and made up of many small-sized orders. 
There are ample and well assorted stocks at factories and, 
as wholesalers also have fairly good stocks, no delays are 


reported in deliveries. Prices have not changed. 


Pottery 

Shipments of staple ware were in fair volume during 
the week and consisted mainly of releases against orders 
placed at the time of the last price change. New buying 
of staples is light and the total volume of fresh orders 
reaching potters during the week was not large. Pottery 
stocks of staples are good and deliveries are prompt. 
Wholesalers, while not heavily stocked, are in a position 
to make deliveries in good time. Prices have not changed. 

Range Boilers 
One large manufacturer of welded and riveted boilers 
issued a new sheet advancing the prices of all sizes of 
boilers approximately nine per cent. New buying during 
the past week was not large in volume as most wholesalers 
are still fairly well covered on this commodity. Makers 
state, however, that this old business is being gradually 
cleaned up. Manufacturers have good stocks of most 

sizes and deliveries are satisfactory. 


Plumbers’ Brass Goods 
A fair demand for both cast and tubular goods is indi- 
cated in reports from both sources. The amount of for- 
ward buying being done is still a moot question among 
various manufacturers’ representatives. A number of 
larger wholesalers are reported to be buying to some 


extent for future needs. However, small-lot buying for 
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current consumption continues to bear the brunt of the 
tonnage. Prices are unchanged. Satisfactory shipments 
can be made from most sources. 
Boilers and Radiators 

December shipments of round boilers in thousands of 
pounds, according to the Department of Commerce, were 
18,177, compared with 26,175 for November and 17,407 
for December, 1925. December shipments of square boil- 
ers were 19,932, compared with 27,777 for November and 
18,832 for December, 1925. Shipments of radiators in 
thousands of square feet of heating surface were 14,435 
for December, compared with 19,631 for November and 
14,825 for December, 1925. Manufacturers state that the 
week’s business compared favorably with the averages of 
the previous few weeks, and, while reporting demand a 
little slow compared with this time last year, appear satis- 
fied with the aggregate. Most orders reaching makers are 
for actual consumption purposes. Except for a slight 
delay reported by one maker on a certain type of radia- 
tion, deliveries are satisfactory. Prices are firm and un- 


NEW YORK 


With the month of February drawing to a close and the 
continuance of weather that is permitting practically un- 
interrupted construction activity, manufacturers of plumb- 
ing and heating materials are aware of a somewhat in- 
creased demand for their products. Thus far, though, 
most of the projects started have been of the larger type 
and as a consequence the call for plumbing and heating 
goods is not as broad as might be expected. 

That building activity involving smaller operations 
steadily improves is manifest in the increasing numbers 
of plans being filed for one and two family buildings. On 
the seventeenth of the month commitments of this charac- 
ter were made for 208 buildings. These are to be erected 
in the outskirts of Greater New York and will cost ap- 
proximately $1,500,000. Many plans for multi-family 
houses have also left the boards of architects and are 
passing through the offices of the bureau of buildings. 

Generally business is good and the future is viewed as 
being particularly favorable. Most manufacturers have 
comfortable stocks, hardly in any instance excessive but 
making possible good delivery service. Wholesalers taken 
collectively are not replenishing their reserves to any great 
extent but are for the most part adhering to the buying 
as needed policy that has long been indicative of their 
purchasing policy. 

Collection difficulties seem to be mounting in some 
quarters but this is not looked upon as a serious im- 
pediment to business as money for legitimate undertak- 
ings seems available. 

Prices as a rule seem well defined but occasionally con- 
cessions are heard of when new business is sought. Range 
boiler quotations advanced early in the week and with this 
exception no changes were reported, 


Soil Pipe 
Makers’ prices are still showing an inclination toward 
stability. The lightness of the requirements of plumbing 
contractors is reflected in the business placed by whole- 
salers who in most instances have only moderate stocks. 
The resale prices of jobbers are not altogether regarded 
as stable but concessions are becoming more difficult to 
uncover. Foundries are making prompt shipments but in 
few if any cases are heavily stocked. 
Steel Pipe 
Mill production is maintained at approximately a 75 
per cent rate. In consequence of this and the fair tonnage 
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Advertising to be used by the Copper and Brass 
Research Association during the Spring of 1927 
will have a total circulation of 151,406,214. The 

copy will tell the public the advantages of using 
3 Copper, Brass and Bronze. It will stimulate 
business for you. 
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placements by jobbers, which roughly are all for im- 
mediate shipment, sources are well supplied with assorted 
sizes. Jobbers’ resale prices on the comparatively small 
amount of steel pipe they are moving in some instances 
savor of concessions. Quotations from producers are steady 
and are still at the level established early in 1923. 
Wrought Iron Pipe 

Wholesalers are following no different buying policy 
and are making engagements only as the demands of 
plumbing and heating contractors, which continue light, 
weaken their holdings. Mills are forwarding wrought iron 
pipe about as the shipping instructions of buyers read. 
This would indicate ample mill stocks. Prices from mills 
are firm and unchanged and the quotations from whole- 
salers continue to show a firmer tendency. 

Enameled Ware 

Interest in enameled ware increased somewhat during 
the past week but consumption on the part of plumbing 
contractors can not as yet be classified as good. Ware- 
house stocks of manufacturers are ample; consequently 
good delivery service is obtainable on the comparatively 
few immediate shipment orders that reach producers. The 
bulk of the enameled ware placings are for future delivery. 
The price situation continues to hold fairly well with no 
changes reported. 

Pottery 

Bookings during the week looked up with the result 
that a fairly heavy tonnage intended for buildings that 
are to be completed in the early fall was entered by potters. 
Light shipments continue against old placements which 
go almost entirely to re-establish wholesalers’ stocks above 
the shortage danger line. Business placed at the time 
of the November 11 advance is about consummated. Buy- 
ing for immediate delivery is light. Prices are at a firm 
level as no weaknesses are apparent. 


Plumbers’ Brass Goods 

Some deep cuts in price quotations on cast brass are 
reported while tubular goods enjoy a much better posi- 
tion in this regard. Lettings by wholesalers during the 
week for either type of brass were not large. Jobbers for 
the most part seem to be showing a dilatory interest in 
brass in face of the light contracting that was done dur- 
ing the week. Plumbing contractors are in the market 
for but little of this material and it is for this reason that 
wholesalers continue their attitude in view of their not 
heavy but well assorted stocks. Most all makers seem in 
a position to make prompt deliveries. 


Range Boilers 

The major development in the range boiler market was 
in the form of a new price sheet issued by one large 
maker advancing prices on all sizes approximately nine per 
cent. The advent of this new sheet was followed by a like 
action on the part of at least two other large interests. 
Little of the old business placed remains undelivered. 
Coverages are reported to be for from 30 to 60 days. 
Present consumption is not heavy. The supply of range 
boilers in the metropolitan territory is ample. Deliveries 
are made promptly. 

Boilers and Radiators 

While a moderate improvement in the demand for 
heating equipment was noted during the past few days 
over the previous week, placings are not heavy but a com- 
parison of tonnage figures for shipments so far this year 
is favorable in most instances when placed against those 
of the same period last year. Orders entered for prompt 
delivery are taken care of without difficulty out of either 
manufacturers’ or wholesalers’ stocks. Prices are steady 
and remain unchanged. : 
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PHILADELPHIA 


The thirty to fifty family apartment house appears to 
predominate at the present time in the contemplated con- 
struction for Philadelphia proper. Wholesalers report that 
there are many inquiries coming in from master plumbers 
and heating contractors which ask for figures on materials 
for installations of this kind, and it is also said that 
architects have a great many of these projects ready to 
be turned over to their draftsmen. 

Figuring on material for later shipment is taking up 
the greater share of contractors’ time, as actual con- 
struction has not yet assumed large enough proportions to 
amount to a great volume of work for contractors. On 
the other hand, many jobbing plumbers report a volume 
of business that is better than usual for February, 

Wholesalers continue to order the greater share of the 
products they distribute as current needs indicate. This 
of course makes it necessary for the manufacturer to carry 
good stocks in order to make quick deliveries. Railroad 
facilities have been exceptionally good, too, for several 
months, and, in general, shipments are very satisfactory, 
An indication of the condition of stocks is shown in reports 
from the Department of Commerce on enameled sanitary 
ware and vitreous china. These reports show that stocks 
of enameled iron lavatories, baths, sinks and miscellaneous 
items at the close of the year were all larger than last 
year, with a less number of unfilled orders than a year 
ago. In pottery, too, stocks on hand were 8 per cent 
greater, but on the other hand, there were 19 per cent 
more unfilled orders than last year, and the stocks were 
less than the unfilled orders. In the first instance, of 
course, large stocks are necessary because wholesalers 
have not ordered ahead, while potters’ stocks are not as 
large, due to the fact that distributors had covered at 
lower prices and much business was on the books. 

A new sheet was issued during the week by one range 
boiler manufacturer, carrying an increase in prices of ap- 
proximately nine per cent on both welded and riveted 
boilers. Other commodities have not changed in price. 

Soil Pipe 

Last week’s report of rather sluggish demand, usual for 
this season of the year, continued to hold true during the 
past week. Wholesale stocks are not large, but are suf- 
ficient when the small current demand and the excellent 
delivery conditions are considered. Prices are holding the 
‘same level as last week. 

Steel Pipe 

One maker whose sales are indicative of the general 
trend states his shipments into the territory so far this 
month practically parallel those during the early part of 
February, 1926. Lack of a sustained building program 
keeps volume from becoming large. Prices from mills are 
the same as they have been for several seasons. There 
are no delays in shipments reported. 

Wrought Iron Pipe 

Quick deliveries are common in this market, which is 
close to the source of most wrought iron pipe, and there 
is no exception to this rule at present, as mill stocks are 
in excellent shape. Demand continues to show the lack of 
any considerable erection of the large types of buildings. 
Prices are holding steadily firm. 

Enameled Ware 

Reports indicative of the season come from most manu- 
facturers of enameled ware, whose distributors find a com- 
paratively slight call from master plumbers and who there- 
fore are not taking a heavy volume of ware from makers. 
One manufacturer, however, reports a good increase dur- 
ing January over the same month in 1926 and is of the 
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Don’t wait 
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take chances 
Cw 
Wholesalers 
everywhere 
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at once 
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This SAFE sewage disposal system helps 
you sell good plumbing beyond the sewers 


— How to install San-Equip Septics — 
No. 402—200 Gal. Tank, Home Size 











- No. 402—200 Gal. Tank 
| Home Size for 4 to 6 people 
D  Viteeeierae. | ‘* Weight 295 lbs. 
[pial (amber (om To Filter Bed 
i . 3 4° Hub Tile No. 403—300 Gal. 
| +t I] See Ground View Design as No. 402 
| 1 48” Diameter 
0 ° iBaffle 48” deep 
Tv 40 Rating, 7 to 10 people 
action Weight 325 Ibs. 
Sludge lerriueht , Filter Bed Materials 
Chamber - Hub tile for main line, plain or hub tile for 
wees of branches. Grade branches |” fall to 10’. 
2. 20’ per person for porous soil. If tight soil use 
38" 30’ to 40’ each and lay in stone filled trench. 











3. Tar paper strips over tep of open jeints. 


Ground View Installation of No. 402 Tank and Filter Bed 





Grade filter branches |” to 10’. 











Partition —~ | 


7 oints Open 


4 inch 








—_ 
Tank and Filter Bed, 12” to 18” Tar Paper 


—— 6 ft, 
Underground. Do not place deeper Top of Jeints 
in the ground without first consult- ~ 
ing us. Be Extra Seepage Pools Will 
Provide for Overloads 


No. 405—500 Gal. Round Horizontal Tank 


No. 405—500 Gal. 























ca Manhole | Manhole For 20 people 
r Weight 420 Ibs. 
_ls=4'totehe Sour 1 t(D 4° Openings 
= ' ; No. 410—1000 Gal. Design as No. 405. 
; _— Working ‘oe I 60” Diameter. 96” Long. 
“ | Depth + } Weight 950 Ibs. 
“ 40 iP Rating 30 to 50 people. 
Partition Man-hole over each chamber. 
! 6” Intake and Outlet 
| Effluent 
$s Cc r cham 
ee — piel Ratings given are for 24 hour service. 
7 Subject to local codes. Capacity required 
_ for school—1I5 gal. per pupil. Factory— 


20 gal. per person. 





CHEMICAL TOILET CORPORATION :: Syracuse, N. Y. 
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opinion that business so far this month is maintaining a 
lead over February last year. Factory stocks of both 
staple and high grade ware are in excellent shape, and 
early deliveries can be made without difficulty. Prices 
have not been changed. 
Pottery 

Shipments of staple pottery continue to amount to a 
greater volume than incoming orders, due to the fact that 
these shipments will provide for distributors’ needs until 
the Spring season is well opened up. Potters, however, 
report that wholesalers are becoming more interested 
in quotations on high grade ware. Prices are unchanged. 

Plumbers’ Brass Goods 

Most makers report no change in the even tenor of 
business, finding that in general distributors are buying a 
fair amount of brass goods, mostly in small orders, and 
generally for early shipment. This latter condition is 
especially true of cast goods, as there are still a few 
future delivery orders for tubular goods being placed. The 
price tone for tubular goods continues to be rather weak. 

Range Boilers 

One large manufacturer issued a sheet during the week 
carrying a price increase on both welded and riveted 
boilers of approximately nine per cent. Other manufac- 
turers had not followed these announcements with new 
sheets at the time this report was written. Demand has 
shown little change since a week ago, the effect of the 
new sheets still not being particularly evident. Large 
factory stocks make quick shipments possible. 

Boilers and Radiators 

Despite efforts of salesmen to secure contracts for future 
delivery at present low prices, wholesalers generally have 
been slow to place orders, and generally are confining 
themselves to quick delivery placements, these being in the 
main only large enough to prevent depletion of stocks. 
One maker reports a slight delay in shipments, but other 
manufacturers state their factories can ship at once. 
Prices have not been changed. 


PACIFIC COAST 


The past week showed very little change from condi- 
tions existing since the first of the year. Inclement 
weather along the Coast has held up building operations 
and little new work has opened up. The general feeling, 
however, is that work in the building line should show con- 
siderable activity in the near future and there are many 
favorable signs to bear this out. Prices generally are 
stable and the policy of closely following replacement 
costs either up or down is being maintained. 

Soil Pipe 

Buying continues at a moderate rate and distributors 
generally have well balanced stocks, and also a sub- 
stantial amount of tonnage enroute from foundries, Prices 
to the trade remain unchanged. 

Steel Pipe 

Demand for steel pipe is confined mainly to actual re- 
quirements, and, in general, orders are not large. Stocks 
in distributors’ hands are at a fair level and sufficient to 
take care of present requirements without difficulty. Prices 
remain unchanged. 

Enameled Ware 

There is very little if any noticeable change in the 
demand for enameled ware, which continues light although 
about normal for this period of the year. Distributors 
generally have well assorted stocks. Coast factories and 
manufacturers’ warehouses can also meet practically all 
requests on short notice. Prices to the trade remain un- 
changed. 
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Pottery 

A normal demand for pottery exists, which distributors 
have no difficulty in meeting from stocks on hand. There 
is very little disposition on the part of wholesalers to do 
any forward purchasing as the feeling prevails that the 
capacity of Coast potteries is sufficient to take care of any 
demand that may arise in the near future. Prices have not 
changed. 


NEW ENGLAND 


There is no change in market conditions since the last 
report, the attendant quiet demand still prevailing. There 
is noted by manufacturers, however, a slight upward turn 
in the number of orders received from wholesalers. Stocks 
at local distributing points are being increased to insure 
against any possible future shortage and to assure imme- 
diate service to the plumbing and heating contractors at 
the reopening of activities. Makers report that produc- 
tion is being carried on at a normal rate and that good 
stocks are being accumulated. 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 











Par 1927 
Value High Low Quotations of February 21, 1927. * Bid Asked Last 
25 1154 11014 American Radiator Co., com..............+.- All2 = 113 112% 
100 134% 1334 American Radiator Co., pfd................. A 188% ..... 1334 
50 48 45 Anaconda Copper Mining Co................ A 46% 46% 46% 
NP 38% 3244 Brunswick-Balke-Collender Co............... A 33 344% 33% 
NP 61% 42 A. M. Byers Co., com..................A&F 58% 60 59% 
100 109 106 A. M. Byers Co., pfd.........0000+.-+-. AGF 106 107 107% 
100 116 116 Century Electric Co., com................2.+- Gils 120 116 
100 106 102 Century Electric Co., pfd...............006- G 100 102 = 102 
50 4454 4374 Chicago Nipple Mfg. Co.,“A”............... B 44% 445 4% 
50 334% 31 Chicago Nipple Mfg. Co.,“B”............... B 33 33% 33% 
25 «52 50 Crane Company, COM.,...........sseeeeeees Cc 50 51 504% 
100 118% 117% Crane Company, pfd........................€ 74% 118 117% 
100 «689 84% Detroit Brass & Malleable Works............ D 8 88 86 
20 27% 26% Eagle-Picher Lead Co....................-.-1 264% 263% 26% 
NP 42% 39% Fairbanks, Morse & Co.,com................ A 39 3954 39% 
100 110 107% Fairbanks, Morse & Co., pfd................. A 109 110 110 
NP 64% 60 Johns-Manville, Inc., W. Issued............. B 61 62 61% 
100 155 100 Jones & Laughlin, com....................5- WoO | daies 155 
100 1193{ 117 Jones & Laughlin, pfd.......................F 18% 119% 118% 
10 19% 16 Michigan Copper & Brass Co................ D 18% 19% 19 
100 175% 160 National Lead Co., com................0000- A 171 174 174 
100 1183%{ 117) National Lead Co., pfd.................0008- A 118 118% 118% 
100 103% 102 eee ere. ery a 102% 102 
NP 842% 77% Ohio Brags Co.,“B”........ccccccccseceeees H 83% 83% 83% 
NP 12% 12 Pacific Steel Boiler Corp.....................-B 12 124% «12 
100 108 10044 Penberthy Injector Co., pfd.................+ D 100 102 100% 
2 «25 25 =‘ Pierce, B. & P. Mfg. Corp., com............. U 2 28 25 
100 101 99 Pierce, B. & P. Mfg. Corp., pfd...........0+. U 9 103 #8 99 
NP 23% 20% Richmond Radiator Co.,com................ B 22% 23 22% 
NP 50% 46 Richmond Radiator Co., pfd................. B 49% 50 49% 
100 ee a eee U 62 65 62 
25 «96 85 Standard San. Mfg. Co., com...........000+++ ff ares 85 
100 115 113% Standard San. Mfg. Co., pfd...........0.0.+ ee 115 
TR sccben aegie Trenton Potteries Co., COM............0000+ U 45 55 47 
PD ckoye, “akwhe Trenton Potteries Co., pfd...............0005 U 9% 105 99 
100 228% 202 U.S. Cast Iron P. & F. Co.,com............. A 213% 215 214% 
_ eee U. 8. Cast Iron P. & F. Co., pfd............. A 114 114% 113% 
NP 42 41 U. 8. Radiator Corp., com...............++-- a waned 42 
100 101 100 U. 8. Radiator Corp., pfd...............255- D 9 100 100 
100 6434 5634 U.8. Rubber Co., com...............e0ese0e A 61% 61% 61% 
100 110 107% U.8. Rubber Co., pfd...............sseeeeee A 109 110 100% 
100 160 15344 U.8. Steel Corp., com................ee0eees A 158% 158% 158% 
100 130% 129 U.8. Steel Corp., pid............scceceveees A 129 120% 129% 
NP 21 SS TT I ince cc cccscocceccses A 19% 2% 2% 
NP 1534 15 Williams Oil-O-Matic Htg. Corp............. Cc M4% 16% (11% 
NP 7 5 § —— = 7 6% 
NP 9 854% Youngstown Sheet & Tube Co............... A 87% 88) 87% 
*Where listed— 
A—New York Stock Exchange F—Pitteburgh Stock Exchange 
B—New York Curb Exchange G—St. Louis Stock Exchange 
C—Chicago Stock Exchange H—Cleveland Stock Exchange 
D—Detroit Stock Exchange I—Cineinnati Stock Exchange 
E—Boston Stock Exchange U—Unlisted Stocks 
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WHAT IS YOUR DAILY SOOT RATION? 

The amount of soot and dirt consumed by the average 
person depends considerably on the amount of time he 
spends indoors and the manner in which the air in his 
office or home is conditioned. The average American 
spends perhaps two-thirds of his time indoors either work- 
ing or sleeping. The soot he breathes depends consider- 
ably on the quality of the ventilation he lives in. 

Coal is one of the basic necessities. We are concerned, 
however, with the way in which coal is wasted, the pollu- 
tion of the air of our cities and the remedy. Boilers can 
be made more efficient, smoke consumers can be installed 
without much extra expense. Smoke is waste. More of 
the potential fuel in smoke can be consumed. Almost 
every city has its anti-smoke ordinances. They should be 
enforced. The smoke nuisance can be controlled. The 
heating contractor should be among the foremost advo- 
cates of clean air. 


Swimming Pool Design and 
Maintenance 


(Continued from Page 24) 


the changing room and must be of a private nature. The 
man does not really need a private changing room; in 
fact, such expense is hardly ever warranted. A proper 
bench for use when changing his clothes, is about all that 
is necessary. Proper showers should be provided which 
are much better patronized if they are not all placed in 
one central spot but are located where they are more 
easily accessible. 

In regard to the showers, I might add here that soft 
soap systems are much better than hard soap referring, of 
course, to the small hard soap bars, for when the ordinary 
bather gets through with a small bar of soap, he throws 
it on the floor where it sticks and becomes soft. Another 
bather comes along, steps on this soft piece of soap, slips 
and falls and is very likely to get hurt. 

Before we leave the locker room we must also say a 
word in regard to the advantages and disadvantages of 
lockers and baskets. To begin with, the basket system 
costs more to operate since you must handle a bather and 
his basket 4 times. You must give a bather a basket when 
he enters the bath house, check his basket before he enters 
the pool, return the basket to him when he leaves the 
pool, and take in the basket again when he leaves the 
bath house. When you have a locker system, you handle 
a bather and a key twice,—once when the bather enters 
the bath house and you give him a key, and once when he 
returns the key upon leaving the bath house. However, 
this disadvantage of the basket system is overcome by 
the fact that the basket and shelving will cost only from 
50 cents to $1.00 per basket, whereas your locker is very 
likely to run about $4.25 in place for a 12x15x42-inch 
double-tier back-to-back locker. The wall locker will run 
about 35 cents higher. 

The bather is now ready to enter the pool and should 
be provided immediately with sanitary facilities and his 
attention called to same. It should be added here that 
Sanitary facilities should also be provided for the spec- 
tators. 

The pool proper, to be fully equipped, should have lad- 
ders so that the bathers can get in and out of the pool, 
hand rail around the pool, depth signs indicating the 
depths of the pool, spring boards, slides, etc. A drinking 
fountain is also quite a convenience since bathers seem 
to like to drink water as well as have it to bathe in. Such 
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Fittings 
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Fittings 
that make 


your jobs 
profitable 






IPE fitters find that K-V Malleable-iron and 

Brass Fittings save time and labor. They go 
on the pipe easily, screw up easily, are easy to 
make tight, and they stay tight because of the 
care and accuracy with which they are threaded. 





And there are many additional advantages in 
standardizing on K-V Fittings. You will find 
them of truly malleable iron and high grade 
bronze, free from defects of any nature, and — 

b strong without being unnecessarily heavy. e 
Accurate Tapping are oe to get in ~ quantity lh aaa saeely 
house, and the big Kennedy line includes a type 
for every purpose. 


Cleats Threads 




























Try K-V Fittings and Valves on your next job. 
The Kennedy catalog describes and lists them 
fully and we, will mail you copy for reference if 
you will send us your name and address and 
mention your dealer. 


/ 











THe KENNEDY VALVE 
Mpc. Co. Exsura, NY — 
KENNEDY as ates noe 
BRANCHES: NEW YORK CITY: 128-132 eG sek 
White St. W AY Ge See ey 
CHICAGO: 228 N. Jefferson St. BESET te Be pias 
BOSTON: 47 India St. BES Teh She Aaa re Te 
SAN FRANCISCO: 448-450 Tenth St. yeh CSR OU es ee cae 
SALES OFFICES: Philadelphia, Cleveland, ai A PANTING we e 
Atlanta, Salt Lake City, El Paso. Seattle’ DAN ry Fenton 
Los Angeles. o Ryn oi 4 
pares ota 


























A perfect fit 


ENNED 


VALVES~PIPE FITTINGS~FIRE HYDRANTS 


Mention Domestic ENGINEERING when writing advertisers. 
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things as fountains in the pool are very nice and can be 
provided where funds permit. 

Accidents may happen, so it is well to have a first-aid 
room equipped with a cot, blankets, a chair or so, and a 
first class first-aid kit, so that anyone who becomes hurt 
in the pool can have immediate attention before a doctor 
can arrive or before an ambulance can be secured to take 
him to the hospital. It is also well to provide an attend- 
ants’ room where possible. 

One other bit of equipment is highly necessary depend- 
ing upon local conditions. If the water supply is such 
that the pool can be emptied and refilled every 2 or 3 days, 
this equipment will not be necessary. However, it is gen- 
erally necessary where water is expensive to obtain, to 
install sterilization and filtration equipment. This neces- 
sitates the use of a pump and motor to recirculate the 
water and special piping in the pool so that the water 
will be properly recirculated. The filters usually comprise 
vertical or horizontal tanks filled with graded sand or 
gravel through which water is forced to take out sus- 
pended matter. This leaves the water clear but not 
sterilized. The sterilization is taken care of by the use of 
chlorine, ultra-violet ray, or ozone in various forms. It 
might be interesting to note that the average pool water 
will give a better bacterial test after two or three days, 
that is, after it has been through the sterilization and 
filtration equipment, than it will 24 hours after filling the 
pool with fresh clean water. 

Of course, we must not forget the lighting for the bath- 
room, bath house, also the pool. It is usually best to 
place flood lights directly over the pool since water does 
not reflect light but absorbs it. Lights around the edge 
of the pool are not nearly so efficient in producing light 
for the pool as overhead lights. 


COST OF OPERATION 

N considering the cost of running of a swimming pool 
] let us confine our attention first to cost of operation 
rather than to costs which are the result of wear, tear, 
and depreciation. 

In the operation of the pool we first have the cost of 
the water, which can easily be determined locally. In the 
event that sterilization and filtration equipment is used, it 
will take about 4 pools full of water for the season. This 
is figuring on a 3-months period, dumping the pool once 
a month, and using approximately a pool-full of water 
to wash the filters and to take care of ordinary sanitary 
facilities. 

Under electrical costs you will have the cost of all 
lights on the pool, which, of course, can be easily deter- 
mined, and the cost of operating the filters, which will, for 
the ordinary pool of 400,000 gallons capacity, be run by 
a10toa15 horse power motor. 

In the sterilization and filtration equipment there are 
no losses in the filter except through poor operation, when 
it may be necessary to change the sand and gravel in a 
period of 5 to 10 years. The sterilization costs do not 
amount to very much. If chlorine is used, about two 
tanks of chlorine per season will more than take care of 


the operation. 

In order to keep down grow th of algae in the pool it is 
necessary to use copper sulphate in small doses. A very 
heavy dose should be used the first time the pool is filled 
in order to choke up the walls and stop growth of the 
algae. It will then be necessary to add about 3 pounds 
per million gallons per day. This amount, of course, 
varies and can be better determined by sending samples 
of the water to the state board of health, which will test 
the water for its hardness and other mineral contents and 
can advise more closely in regard to this matter. 
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PERRY RUSSELL— 
Chicago 

says: 

“I’m sold on the Ever- 
Hot Heater and recom- 
mend it highly. Each 
EverHot sale means a 
friendandabooster.”’ 


 terllot Heater Co. 


eth ase: Mi chigan 


he 1d Sales Offices in 44 Cities 


patina States and Canada 
































CHICAGO 
FAUCETS 





have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 
profits—ours and yours. 
Why trouble with clumsy 
imitations when you know 
what Classics will do? 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, Hl. 








>) Runnin 


(200 GALLONS 


The DAYTON “CUB,” 


ng Water 


PER HOUR) 


with its 200 


gallons per hour pumping capacity and 


lo 


w price of $85.00 is by far the leading 


water system value offered today. 
DAYTON dealers are breaking sales 
records with it. 

It is one of a complete line of DAYTON 
Water Systems which includes a wide 
range of capacities and prices. 

Write today for complete details of the 
DAYTON Dealer plan. Learn how you 
can increase sales and profits and build 
for future business with this meritorious, 


low-priced line. 


THE DAYTON PUMP & MFG. CO. 


DAYTON. OHIO. U.S.A. 
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Outside of small incidentals, such as proper flushing of 
sewers, slushing down all floors every day and sanitary 
supplies, the next item of operation expense is the per- 
sonnel of the pool. This, in general, necessitates the use 
of one person at the ticket office if charges are made for 
the use of the pool, two orderlies, a man and a woman, 
one on the men’s side and one on the women’s side, and 
life guards. If you figure about one life guard for every 


5,000 ft. of surface area during the heavy period of the 
day, you will not miss it far in regard to the number of 
life guards required. On a very large project a manager 
is desirable. However, on a project where no more at- 
tendants are needed than above noted, one of the life 
guards can very easily act as manager and can also op- 
erate the sterilization and filtration equipment, which is 
very easy to understand. 


MAINTENANCE 
NDER maintenance we include such expenses as wear 
{ and tear of pool and other depreciation. In the 
event of having a wooden bath house it is almost neces- 


sary to figure that the part of the pool which is subject 
to continual dampness from bathers, will need to be re- 
placed in from 5 to 10 years. If you have a good first-class 
concrete job, such replacement will not be necessary since 
dampness does not in any way affect concrete. In a 
wooden structure it will be necessary to figure on painting 
the bath house every couple of years in order to maintain 
it in a nice clean condition which will invite bathers. 

With either wood or concrete it will be necessary to 
redecorate the inside of the bath room every couple of 
years at most. In fact, a thorough renovation every year 
is highly desirable. 

We must not forget that occasionally sewers become 
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clogged up and must be cleaned out in some way or dug 
up in order to clean them out. A good sewer system of 
proper size and properly laid will practically eliminate 
this expense. 

There is practically no equipment repair except a gen- 
eral overhauling of the pump and motor, necessitated 
merely by wear. The filters have no wear and tear in 
them, except that if they are not properly washed at 


proper intervals the sand and gravel becomes caked and 
must be taken out and fresh material be put in. 

We next have the matter of depreciation which, in a 
financial project must be taken care of. The length of 
time over which this must be spread is, of course, usually 
a local matter, but in the case of wood must be as above 
stated, not to exceed 10 years where it is in direct contact 
with water from bathers and certainly not over 25 years 
for the general structure. A concrete or otherwise perma- 
nent bath house and pool has practically no time limit but 


it seems good business not to estimate its period of useful- 
ness beyond 50 years. 


INCOME 
HE income from pools, of course, depends upon the 
a of people available for the use of the pool, the 
locality, the weather conditions, social conditions, work- 
ing hours of laborers, and most of all the cleanliness and 
good looks of the swimming pool, along with its equip- 
ment. A great many times a municipal pool is run with- 


out any charges, which, of course, eliminates any income. 
Where it is desired that the pool should pay its operating 
expenses, a charge of 10 or 15 cents for adults, 5 to 10 
cents for children, with free periods for those children 
who cannot afford to pay anything, 5 cents for towels, and 
15 to 25 cents for suits, will absolutely pay all operating 


expenses, (Continued on Page 71) 




















more desirable. 











Beauty of Design 


Every SNO-WITE product is designed to blend with the most expensive and 
attractive bath room fittings. They will appeal to the most artistic eye. Com- 
bined with this beauty we have added utility which makes the products even 


And—they’re guaranteed for ten years against rusting, crazing or changing 
of color. All goods are packed in substantial cartons for convenience in handling. 
Write today for full particulars. 


American Enameled Products Co., fis 
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Get the Latest Buying Data 


How often are you called upon to locate 
the source of supply of some particular trade- 
named article or specialty with which you are 
not familiar? Instead of spending hours of 


time looking for it, or substituting some other 
brand, would it not be a great convenience 


to open a book on your desk and locate it 
instantly? 


That is the service you can get every day 
from Domestic Engineering Catalog 


Directory. 


This Directory is completely revised from 
cover to cover and a new edition brought out 
each year. Adequate facilities are available 
for gathering information on changes of ad- 
dress or firm names, locating new concerns, 
new products and specialties and eliminating 
discontinued items. A staff of trained experts 
is kept busy the year around, both inside and 
outside of our office, collecting data, checking 
up and verifying every item for each new 
edition. 


In the 1927 edition 469 manufacturers 
show their condensed catalogs in the Catalog 


2000 Pages—Price $5.00 Prepaid 


Section. Many articles you buy and handle 
right along are illustrated and described. 
Groupings of pages are made according to 
products which makes it much more 
convenient for you to study lines and make 
comparisons than to look up individual 
catalogs. 


Here you have an up-to-date catalog file 
bound under one cover for your desk and 
completely indexed. There is no uncertainty 
about its reliability, as all the data is up to 


the minute. 


Every article used in the industry, together 
with the trade name, is listed in the Directory 
section, comprising some 2000 headings. 
Among them are many new items and 
specialties never before listed in any directory. 
Following these listings is a* comprehensive 
index with every article crossed under the 
various names by which it is generally known. 


Arranged in alphabetical order in a separate 
section are the names and addresses of 4000 
manufacturers. Many users of the Directory 
say the value of this list alone is more than 


the price of the book. 


Standard Catalog Size 734 x 10°. Inches 


Order now and get full benefit of this up-to-date service 


DOMESTIC ENGINEERING COMPANY 


1900 Prairie Avenue os 


_ Chicago, Illinois 
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IN THREE YEARS—Confidence 





Three years ago Rainbow House- 
hold Water Softeners were intro- 


duced, the design and construction 
however, based upon ten years 
previous experience in the industry. 
We believe it necessary to guard 
our engineering reputation and did 
not offer Rainbow softeners until 
thoroughly tested and proven. 

The results of three years service 
now makes it necessary for us to 


very jealously guard our trade 
name “RAINBOW”; guard it 








Manual Type 


“My Rainbow Water Softener re- 
placed one of another type. 


every way satisfactory and so far as I 
am concerned, you are av liberty to 
say, ‘Ask the man who owns one’.” 


—Chauncey E. Blake, 
Madison, Wisconsin 


Consult your jobber or write 


to the extent of trade marking that 
name—lIt has real value. 


Ten years experience in the art of 
Zeolite water softening, plus three 
years devoted directly to the prob- 
lem of Household water softening, 


is that intangible asset built into 
Rainbow Softeners today, which 
has produced the confidence of 
thousands of satisfied customers, 
this confidence, means profit to the 
Plumbing Contractor and con- 
tinued satisfaction to his customers. 


It is in 





Automatic Type 


ZEOLITE ENGINEERING CO. 


Consulting Engineers and Manufacturers 


4642 Ravenswood Ave., Chicago, III. 


V4 amined wet Vv OWATER 
peels BIA Ee Bay SOFTENER 


(Trade Mark Reg.) 


Mention Domestic ENGINEERING when writing advertisers. 
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Several projects of which the writer knows, have paid 
all operating expenses by using the lesser of the above 
figures. In fact. with a very good summer the above 
charges would produce a little revenue above operating 
expenses. 

The commercial project depending again upon local 
conditions, would charge from 35 to 50 cents for bathers, 
15 to 25 cents for children, 10 cents for towels, 25 cents 
for suits, and besides meeting all operating expenses 
would make at least 15 per cent net on the investment 
during a poor season and could very easily go up as high 
as 50 per cent with a very good season. The above figures 
are based on the average 3 months period in the Central 
States. These statements are based upon actual cases that 
have come under the writer’s observation. 


West Virginia Pushes Code 
Legislation 


(Continued from.Page 32) 


against resistance. Mr. Baker said that the same sales story 
is used with effect by master plumbers in selling nearly any 
commodity of their merchandise. The trouble with many 
salesmen is, he says, that they stick to the same story 
year after year, without noting its effectiveness. “If your 
sales story does not sell, change it and change it until it 
begins to sell, then improve it and improve it until it be- 
comes a master argument for the appliance,’’ was the clos- 
ing sentiment of the talk. 


RESOLUTIONS PASSED 
HE convention passed a resolution to the effect that 
"tom A. Shanklin, former state secretary of Charles- 
ton, and Past President C. V. Swann of Huntington be 
sent as delegates to the forthcoming national convention 
at Minneapolis, Minn., at the expense of the West Virginia 
association. 

A resolution to raise the dues to $15 for the purpose of 
helping to defray the expenses incurred by the code com- 
mittee in getting the code passed was approved and 
adopted by the convention. Another resolution was 
passed to allow the secretary to draw a warrant on the 
treasury for expenses that would be necessary for the 
passage of the code. Another of the resolutions was an 
amendment to the by-laws by which a member of the asso- 
ciation who finds himself in trade difficulties can call on 
the director of his district for help. This director in turn 
is empowered to call a meeting of the two other closest 
directors in the neighborhood for the purpose of ironing 
out the trouble. By a unanimous vote of this committee 
of three directors, the whole board of directors of the state 
association may be called to meet to settle the difficulty. 
This amendment was passed. It was decided to hold the 
next convention at Fairmont, W. Va. 


APPRENTICESHIP REPORT 


HARLES H. HAGEN of Huntington made a report on 

the apprenticeship school in that city. He explained 

the progress made by the school, and told how it was 
partly supported by the board of education. A fully 
equipped shop is maintained in the school, and instructions 
are given in roughing-in, lead work and technical work, 
according to Mr. Hagen. More written work, and some 
work in heating are to be taken up in the future, he told 
the convention. Shop management is also taught, he said, 
and when the boys leave each day, they clean up the shop 
and leave it in systematic order. Mr. Hagen urged the 
association members to get into this apprenticeship work, 
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Pipe thread leaks are the first thing 
an inspector or critical visitor sees 
and if neglected are bound to give 
you a bad name. 

You know this, but probably have 
tolerated much pipe-thread leakage 
because a real repair was awkward and expensive, and 
a temporary one only postponed the agony. 

The Smoorn-On Clamp solves the problem in the typical 
SmooTH-ON way—by making the job simple, quick, per- 
manent, cheap and easy. 





Smooth-on Clamp on a threaded fitting 


Once the Smootu-ON No. 1 has hardened inside the 
clamp, the seal is as strong as the rest of the line and 


should last as long. 


Make one Smootu-On job of every thread leak in the 
plant, and then keep in the store room at least one spare 
SmootH-On Clamp of every needed pipe size. You can 
then stop any thread leak of steam, water, gas, oil 


or even gasoline as quick as it shows up. 


Get Smooth-On Clamps in pipe sizes of from 1-in. 
to 12-in. and Smooth-On No. 1 in 1-lb. or 5-lb. 
can or 25-lb., 50-lb. or r00-lb. keg. If your dealer 
can’t supply you, write directly to us. 


THIS BOOK FREE 


if you return this coupon 
Twentieth Edition — Completely rewritten—136 
pages of new data—193 diagrams, pictures and 
practical hints on at least 200 different uses for 
SmooTH-On. Every progressive engineer should 
have this book—get your copy now. 











SmootuH-On Mee. Co. 


Derr. 12, 570 Communipaw Ave., Jersey City, N. J. 


Please send copy of the Smoorn-On Handbook, 20th 
Edition, 
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AUTOMATIC ELECTRIC 
BASEMENT DRAINER 


There’s big money for you selling this pump 
to householders with wet or flooded basements. 
Simple in construction, entirely automatic, 
shipped ready for operation and works from 
the nearest electric light socket. 


The Stark Automatic Electric Basement 
Drainer will remove 2,500 gallons per hour— 
dry the average flooded basement in two hours 
and keep it dry. Your customer will be sold 
on sight. 


Write for Particulars and Illus- 


trated Circular No. 303 Today 


Stark Pump Company 


17128 Mt. Elliott Ave. 


DETROIT MICH. 
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and turn out some good apprentices, giving the boys per- 
sonal attention wherever possible. 

The first evening’s entertainment consisted of a boxing 
show held at the Elk’s Club, while a banquet in the ball- 
room of the Prichard Hotel took place the second night. 


EXHIBITORS 

NUMBER of attractive exhibits were maintained at 

the convention by manufacturers and distributors, 

“Sy” Martin was in charge of a pipe stand display by 
H. P. Martin & Sons, Owensboro, Ky. The Wolverine 
Brass Works, Grand Rapids, Mich., had a display of brass 
goods and rubber specialties under the supervision of Otto 
Jentsch and C. J. Seal. A large line of water heaters 
was displayed by the Pittsburg Water Heater Co., Pitts- 
burgh, Pa., with George Swaskey in charge of the exhibit. 
The Economy Burner & Engineering Co. booth was in 
charge of Leo J. Schaedle, and exhibited domestic low- 
pressure natural gas burners for coal boilers. T. F. 
Schlade, vice president and general manager, and H. 0. 
Kimball were in charge of the Federal Radiator & Boiler 
Co., of Pittsburgh, Pa., booth, in which were exhibited 
boilers, radiators and gas steam radiators. A. M. Byers 
Co., Pittsburgh, had a neat display of wrought iron pipe. 
The exhibit was in charge of H. R. Rowland and R. C. 
Weiss. The Schley & Nash Co., Pittsburgh, showed a line 
of heating specialties manufactured by the Illinois Engi- 
neering Co., the Hart & Cooley Mfg. Co. and the Buckeye 
Blower Co. J. L. Ehretsman of the Illinois Engineering 
Co., Arthur Schley and A. Nash were in charge of this ex- 
hibit. The Hoffman Heater Co., Louisville, Ky., displayed 
its line of automatic storage and instantaneous gas water 
heaters under the supervision of H. F. Hicks and C. I. 
Baker, chief engineer. J. R. Benedict of the Pittsburgh 
office of the American Brass Co., Waterbury, Conn., was in 
charge of that company’s exhibit of brass pipe. A display 
of water closets under pressure in charge of J. Donahue, 
B. Reed and H. Kenning, featured the booth of the Bow- 
man Supply & Mfg. Co., of Pittsburgh, Pa. The Van Praag 
Sales Corp., New York City, showed firing pots, torches and 











soldering, the exhibit being in charge of J. A. Sanders. 

R. B. Beitel of the Ruud Mfg. Co., Pittsburgh, Pa., was 
in charge of that company’s exhibit of water heaters. The 
Master Plumbers Association of Huntington had a display 
of sinks and laundry trays attractively placed around the 
booth. Instantaneous and storage type gas water heaters 
were displayed by the Troop Water Heater Co., Hunting- 
ton, W. Va., with W. P. Grimm in attendance. Robinson 
& Stanger of Pittsburgh, Pa., had an attractive exhibit of 
steam and heating specialties, boilers and heaters. J. T. 
Berry and R. B. Stanger were in charge. C. V. Swann of 
Huntington displayed a water system under pressure. 


Other Supply Men Attend 





Among the other supply men who were in attendance 
at the convention were the following: 

H. S. Rowland of the American Brass Co., Waterbury, 
Conn. 
Charles H. Koper of Hoffman Specialty Co., New York. 
R. A. Hyer of the Trimble-Lutz Co., Wheeling, W. Va. 
J. S. Henry of the Kohler Co., Kohler, Wis. 
W. B. Bryar of the Bailey-Farrell Mfg. Co., Pittsburgh, 
Pa. 
Harvey Eggleston of the American Radiator Co., Buf- 
falo, N. Y. 
Mr. Heck of the B. F. Sturtevant Co., Boston, Mass. 
Mr. Reynolds of the U. S. Radiator Corp., Detroit, Mich. 
Mr. Morrow of the National Radiator Co., Johnstown, 
Pa. 





Charles Long of the Bailey-Farrell Mfg. Co., Pittsburgh. 
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The Secret’s in 
the FORMULA 
of the Coating 


No More Sticky Threads 


Instead, a:smoother lubricated thread that 
gives free entry of the pipe on installation! 











We use a coating formula in coating our Drainage Fittings 
that is different from any other on the market. This 
special coating serves as a lubricant for the free entry 
of the pipe when fitting is being installed. 





The threads are lubricated instead of being gummy, thus 


CAST IRON providing a saving of time and labor in installation. 


In addition all PECO castings are smoother than the 


STEAM AND average. 
DRAINAGE We manufacture a complete line of Cast Iron 
Drainage Fittings, Black, Coated and Galvanized. 
FITTINGS Also a full line of Cast Iron Screwed and Flanged 
Fittings, Flanges and Flange Unions. 


PITTSBURGH ENGINEERING Co. 


Main Office and Works: JEANETTE, PA. 


NEW YORK BALTIMORE ST. LOUIS DETROIT 
PHILADELPHIA CLEVELAND TOLEDO CHICAGO 








Mention Domestic ENGINEERING when writing advertisers. 
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You can afford to recommend a 


Taber Midget Automatic Sump Pump 
—it will back up your good work 


When it costs more, in two years, to keep a cellar dry, 
than the original selling price of the apparatus used to 
accomplish this—it costs too much. 


The drain pump that needs constant servicing, costs the 
contractor his profit and lowers his reputation. 


Compare the above with the Taber Midget Sump Pump. 
Its electric cost to operate is so low that the owner never 
notices it. The Taber needs no engineering; comes 
completely equipped to install in an 18-in. tile; and 
requires no servicing. YOUR FIRST PROFIT ON 
TABER IS YOURS TO KEEP. It builds your reputation. 


And why is the Taber so good? Because (1) it is equipped 
with a good motor, not an inferior one or a low cost, 
fire-hazard split phase motor. (2) The shaft is sup- 
ported by bronze bushing bearings and ball thrust 
bearing, driven thru a flexible coupling. Motor bearings 


that support the pump shaft without a flexible coupling 
cause rapid wear. 


(3) The Taber shaft is enclosed in supporting column. 
Strings or pieces of cloth cannot wind around the Taber 
shaft to throw it out of balance, cause vibration, wear 
out the bearings or burn out the motor. 


(4) Taber is suspended from a cover plate and cannot 
be tipped over. 


(5) The Taber Midget Sump Pump is REALLY CHEAP 
because it is so much better. Successful Plumbing Con- 
tractors like it because it meets their ideas of quality 


work in which they can take pride and make sound 
profits. 


If all this sounds sensible to you, ask your jobber for 
price or 


Write“for Bulletin 120-MSJ Now! 





This Taber Automatic Midget Sump Pump 
is easy to install — simple to care for. 








PUMP Co. Fey 1859. BUFFALO. N. 





NEW YORK OFFICE: 229 E.38th St. WASHINGTON, D.C.: T. W.McGuire Company ST.LOUIS, MO.: The Engineering & Equipment Ca, 


Telephone Lexington 8945 1006 Washington Loan and Trust Bidg., Tel. Main 6477. Granite Bldg., Tel. Olive 7348 
KANSAS CITY, MO.: L. A. Stephenson Co. SAN FRANCISCO, CALIF., M. J. Haley, 
407 East 13th St. 593 Market St., Tel. Douglas 7558 
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Will Hold Apprentice Conference 


(Continued from Page 35) 


quested National Director Vogelpohl to represent him at 
the gathering. 

The committees which assisted President Fischer in con- 
ducting the convention were: Credentials: A. A. Schmutz 
of Youngstown, William Tillets of Cincinnati and John 
Kaliher of Springfield; Resolutions: William Haas of Day- 
ton, chairman, Harry S. Smith of Warren and Edward 
Frank of Cincinnati; Press: A. C. Eynon of Canton, 
Charles W. Wilson of Youngstown and Walter Klie of 
Cleveland; Memoriam: Frank S. Prior of Akron, A. R. 
Myers of Ashtabula and Edgar Burkhardt of Portsmouth; 
Grievance, A. W.. Reynolds of Columbus, T. B. Johns of 
Lima and Homer V. Frye of Mansfield. Norman J. Little 
of Youngstown was sergeant-at-arms. 

William H. Grabowski, of Canton, chairman of the 
state apprenticeship committee, told of the progress of 
its work. A joint state conference was held during the 
year and as a result tangible progress in apprentice train- 
ing is now being made. At this conference it was de- 
cided that more technical education in plumbing and 
heating is needed by those entering the business. Local 
needs for apprentices are to be regulated by the masters 
and journeymen and such need is first to be determined 
by a survey of each locality. 

The conference report covered thoroughly the responsi- 
bilities of the apprentice and the teacher and the obliga- 
tions to the public. A state commission, representing 
all interests, has been named. It is planned to have this 
commission study intensively conditions in a typical city. 
A teachers’ training conference for Ohio, somewhat simi- 
lar to one previously held in Pennsylvania, is now planned 
for the late summer at the Ohio State University in 
Columbus. 

The ladies’ auxiliary in Ohio was one of the first of 
such organizations to be formed and today is a strong 
society. Its meeting, held concurrent with the master 
plumbers’ gathering at Youngstown, was the ninth in its 
history. Mrs. Charles W. Wilson of Youngstown, presi- 
dent during 1926-27, presided at its business session. The 
attendance was made up of 23 delegates, 82 guests and 
8 members at large, a total of 113. 

In response to a communication from Mrs. E. D. Horn- 
brook of Kansas City, Mo., president of the national auxil- 
iary, the Ohio organization pledged its support to the 
scholarship program and decided to ask the individual 
members to subscribe $1 to a fund to be forwarded to 
the national society. An emblem carrying the national 
seal and worn as a pin was approved. 

Mrs. D. J. Ahearn of Canton was elected president; Mrs. 
Stanley Smith of Columbus, vice president; Mrs. A. W. 
Baum of Canton secretary, and Mrs. Frank C. Clemens 
of Dayton, treasurer. On the credentials committee were 
Mrs. Samuel Shelton of Youngstown, Mrs. Walter F. 
Kirn of Akron, and Mrs. W. E. Antrican of Mansfield; 
nominating committee, Mrs. Harry Smith of Warren, Mrs. 
William Fischer of Columbus, Mrs. H. L. Ricker of Dover, 
Mrs. Harry Zimmer of Canton and Mrs. W. S. Hogg of 
Youngstown; auditing committee, Mrs. Eb. Ellen of 
Cleveland, and Mrs. J. S. Shetler of Columbus; reso- 
lutions committee, Mrs. Charles Herier of Springfield, 
Mrs. C. J. Wéhrle of Cleveland, and Mrs. John Morgan 
of Lima; emblem committee, Miss Alma Niesen and Mrs. 
James Gibson, both of Cincinnati; courtesy committee, 
Mrs. William Haas of Dayton, Mrs. James Fitton of Bel- 
laire, and Mrs. H. W. Limbert of Akron. 

The local and Mahoning Valley ladies had prepared a 





PUMFHREY 


a Gas Water Heaters 


A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 


(Dio. Ruud Mfg. Co.) 
Kalamazoo =; Michigan 























“GOLD NUGGET” 


BRASS FERRULES 


The manufacture ne brass 
ferrules is a specialty wita us. If 
you want togive your arads high 
grade,ac accurately madeand ee 





Richmond Line. Our large ware- 
house stocksand unexcelled ship- 
ping facilitics makestrading with 


RICHMOND 


Foundry&ManufacturingCo. 
RICHMOND, VIRGINIA 
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MIDLAND ort rcce FLASHINGS 


Made from virgin 
pig lead by a pat- 
ented process that 
assures you of 
a pliable lead flash- 
ing free of air pock- 
ets and cracks and 
of uniform thick- 
ness, Heavy calk- 
ing ring inside. No 
joints tocomeapart. 

i Will fit any pitch 
“MIDLAND” £42 At ROOF FLASHING roof. 


Ask your jobber. 


Midland Metal Mfg. Co. 


The Yellow Label is your —e ageinet Kansas City, Mo. Newark, N. J. 
inferior imitations. Insist upon it! 
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Old Fashioned Distribution 


Some men in the plumb- 
ing trade think they have 


a hard time getting deliv- 
eries. But the facilities 
of today so far surpass the 
primitive distribution 
methods of a generation 
ago that there is no com- 
parison. 


Armstrong believes in 
keeping up with progress 
and therefore co-operates 
100% with the jobber, so 
that you may secure 
Genuine Armstrong Pipe 
Tools promptly. 


Ask your jobber. 


Armstrong Mfg. Co. 


284 Knowlton St. 
Bridgeport, Conn. 
New York Office: 1861 Lafayette St. 
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program of entertainment for the visiting ladies which 
was carried out and attracted the cordial appreciation of 
all the visitors. 





A. S. H. V. E. COMMITTEES FOR 1927 NAMED 


The newly elected officers and governors of the Ameri- 
ean Society of Heating and Ventilating Engineers have 
selected the council and research committees for the soci- 
ety for 1927. These, as announced by Secretary A. V. 
Hutchinson, are: 

Council Committees.—Executive: A. C. Willard, Thorn- 
ton Lewis, John Howatt. Finance: Thornton Lewis, W. H. 
Driscoll, E. B. Langenberg. Membership: W. E. Gillham, 
Cc. V. Haynes, W. T. Jones. Publication: F. B. Rowley, 
W.H. Carrier, A.C. Willard. Program: E. B. Langenberg. 

Committee on Research.—For a three-year term: Philip 
Drinker, S. R. Lewis, F. D. Mensing, W. A. Rowe, A. C. 
Willard. For a two-year term: W. C. Carrier, S. E. Dib- 
ble, C. F. Eveleth, H. P. Gant, E. B. Langenberg. For a 
one-year term: W. H. Driscoll, H. M. Hart, C. V. Haynes, 
J. I. Lyle, Perry West. 

Technical Advisory Committee.—Executive: S. R. Lewis, 
S. E. Dibble, H. M. Hart, A. C. Willard. Pipe sizes: H. M. 
Hart, D. S. Boyden, T. M. Dugan, C. F. Eveleth, C. V, 
Haynes, J. H. Walker. Infiltration: A. C. Willard, D. 


| Knickerbacker Boyd, L. A. Harding, E. B. Langenberg, 




















A. P. Kratz, W. S. Timmis. Radiation: F. D. Mensing, 
R. V. Frost, J. C. Lewis, F. B. Rowley. 





PHILADELPHIA CHAPTER A. S. H. V. E. HEARS 
FAMOUS POLAR EXPLORER 


The Philadelphia Chapter, American Society of Heating 
and Ventilating Engineers, combined with the Engineers 
Club of Philadelphia on Thursday evening, February 10, 
and had as speaker of the evening, Commander Donald B. 
MacMillan, polar explorer, who gave an illustrated lecture 
on ‘‘The Arctic by Sea, Land and Air.” 

Before attending this lecture, however, forty-four mem- 
bers sat down to a dinner at the Engineers Club, with 
President Ray Jones presiding. The only business dis- 
cussed during the dinner was the announcement of com- 
mittees for 1927 by President Jones. The new commit- 
teemen are: Meetings committee: R. B. Beahm, F. D. 
Mensing, Thornton Lewis, E. T. Murphy, I. Black, A. C. 
Edgar, C. V. Haynes and R. C. Bolsinger. Membership 
committee: Lee Nusbaum, Alfred T. Woolston, Walter 
Wild, Gene Fitz Melville, G. Kershaw, A. E. Kriebel, Rob- 
ert J. Finald, Robert J. Nesbitt, Morris Sheffler, E. T. 
Hetherington and Warren Culbert. Sub-committee on at- 
tendance: S. Harold Pennell. Year book committee: E. 
Newton Sanbern, C. A. Anderson and Leland L. Driggs. 
Research committee: R. V. Frost, W. C. Miller and A. W. 
Luck. Finance committee: Benjamin Wilson, chairman 
(other members to be appointed). Legislative committee: 
J. D. Castle, R. C. Bolsinger and H. P. Gant. Auditing 
committee: C. A. Anderson, Malcolm P. Doud and Walter 
H. Egan. 





The Worcester City Hospital, Worcester, Mass., is hav- 
ing plans prepared by Fuller & Delano, 44 Front street, 
Worcester, for the construction of a three or four-story 
nurses’ home on Jacques avenue to cost around $150,000. 


The City of New Britain, Conn., will call for bids soon 
after March 1 for an elementary school to be erected on 
Clinton street. Plans are being prepared by the Warren- 
Holmes-Powers Co. of Chicago, and call for a brick, steel 
concrete and stone building 115x158 ft., two stories high 


with a basement. Heating and plumbing bids will be re- 


| ceived separately. 
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Every upward 
step your business 
takes should be 
advertised 

—and advertising 
will make possible 
those upward steps. 














Whatever service 

you offer to the 

public 
—advertise itl 














‘When you take 
on a new line of 
specialties 

—advertise itl 








When you add 

another delivery 

truck 
—advertise itl 


I’m going to advertise! 








If you have a nice 
string of satis- 
fied customers 


— advertise itl 


Domestic ENGINEERING’S 
Advertising Editorial Serv- 
ice makes advertising easy 
for you —all you do is clip 
the copy from your copy of 
the paper and hand it, with 
the cut we send you, to your 


newspaper. Only $4.20 for 
12 illustration cuts. Use 
the coupon below. 


Tear out and mail this coupon—now! 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Please enter my order for three months’ service of Advertising Editorials. 
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<HACME DETROITSYD 


PLUMBERS’ BRASS GOODS * 


QuickCompression 
Combination Sink 








FAUCET 











| Acme Combination Faucet No. 914 pro- 
vides an ideal kitchen fixture. It is made 
of high quality Red Metal and has a full 
unobstructed waterway, the same as does 
all other Acme Faucets. Can be furnished 
with or without china soap dish. 


The line of Acme Faucets, designed in a 
variety of styles to suit every need, will 
not only prove a profitable line for all 
plumbers and heating engineers to install, 
but willincrease the demand for their work. 


All Acme Faucets have encased seat 





washers, Briggs standard pipe threads, 
and are heavily nickel plated. Every Acme 


Faucet is tested to 300 pounds hydraulic 
pressure before it leaves our factory. 


WHOLESALERS: ae 

; Michigan Smelt- 
Write for Acme Detroit ing and Refining 
Catalogue showing the Co. now operat- 
complete Acme line. Your ing Acme Brass 
customers will be pleased and Capitol Brass 
with Acme products and Works Divisions. 
Acme prices. 
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NORTH AND NORTHWEST MASTER PLUMBERS 
PLEASURE CLUB OF CHICAGO HOLDS 
ENJOYABLE DANCE 
On Wednesday evening, February 16, members and 
guests of the North and Northwest Master Plumbery’ 
Pleasure Club of Chicago made merry at the annual dance 
and cotillion of this organization, held at the Logan 


Square Masonic Temple Auditorium. There was a large 
crowd, including. many from various sections of the city 
and from the wholesale and manufacturing branches of 
the industry. 

All the dancers were given fancy hats and balloons, and, 
with confetti, imitation snow-balls and other fun-produc- 
ers, the big hall was a picture of excitement and color, 
The officers looked particularly dignified in their paper 
stove-pipe hats, and the grand march, led by President 
Elmer Sanger and his wife, was an impressive parade. 
Following the Sangers were Vice President Sauser and his 
wife, Mr. and Mrs. Frank Pearson, Mr. and Mrs. George 
Matthews and Mr. and Mrs. Walter Blyth. 

Some of the notables present were C. D. Harris, presi- 
dent of the Illinois Master Plumbers’ Association; Mrs. 
Robert Liss, president of the Women’s Auxiliary to the 
Illinois Master Plumbers’ Association; Joseph W. Cannon, 
president of the Plumbing Contractors’ Association of Chi- 
cago; John Delehant, president of the South Side Sanitary 
Club, and a number of well-known jobbers and manufac- 
turers. 





KENTUCKY ASSOCIATION TO CONVENE AT 
NEWPORT 


Arrangements have been made by the board of directors 
of the Kentucky State Association of Master Plumbers to 
hold its annual convention this year on May 11, 12 and 
13 at Newport, Ky. The Kenton-Campbell Association of 
Master Plumbers will act as hosts to the delegates, but 
complete details of the program have not been completed 
as yet. 


Obituary 


Edward J. Hughes 

Edward J. Hughes, master plumber of 14 West Oak- 
wood Place, Buffalo, N. Y., died recently at his home in 
that city after a short illness. 

George Nixon 

George Nixon, secretary of the Continental Heater Corp., 
of Dunkirk, N. Y., died in New York City on Thursday 
evening, February 17, of pneumonia which followed a re- 
cent operation. Mr. Nixon had been connected with the 
Continental Heater Corp. for many years, having joined 
the organization immediately after his graduation from 
Cornell University. He is survived by his wife and two 
children. 

Elmer R. Lowry 

Elmer R. Lowry, of the Loftis Plumbing & Heating Co. 
of Atlanta, Ga., died at his home in that city on February 
14. Mr. Lowry had been identified with the plumbing and 
heating industries in Atlanta more than thirty years and 
had many friends in the trade. He is survived by his wife 
and two sons. Mr. Lowry first came to Atlanta as 4 
salesman for the Ahrens & Ott Mfg. Co., and later organ- 
ized the Lowry Co., one of the first wholesale houses in 
Atlanta. He later organized the Royal Supply Co. He 
sold his interests in the latter concern several years aiter 
its organization and became affiliated with the Loftis 
Plumbing & Heating Co. 
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PHILADELPHIA ASSOCIATION CELEBRATES LADIES 
NIGHT 


The Philadelphia Master Plumbers’ Association held its 
annual ladies’ night February 9, in the ballroom of the 
Bellevue-Stratford Hotel. The ballroom was gaily deco- 
rated and the tables were arranged so that groups of ten 
or more could have their own little gathering. After the 
dinner Maney J. Feeney, president of the Philadelphia as- 
sociation, acted as toastmaster. 

Telegrams were read from men in the plumbing busi- 
ness in various parts of the state, who sent their regrets 
at not being able to be present. A telegram was also read 
from the national president, Albert J. Wilson. Mr. Feeney 
then called on National Vice President Thomas F. Nolan, 
who expressed his pleasure at being present and urged all 
to attend the national convention in Minneapolis. 

James Lutz, Jr., Pennsylvania state president, was next 
introduced amid a round of cheers from those present. Mr. 
Lutz also expressed his pleasure for such a fine turnout 
and reception, and outlined briefly the work of organizing 
associations in various towns throughout the state and 
told of how it was meeting with response everywhere, es- 
pecially in outlying sections. He urged the men to let the 
ladies aid them in their work and be boosters for their 
business. 

Wm. G. Bergner, secretary of the National Trade Exten- 
sion Bureau, was called on next and explained some of the 
ideals of the bureau and of the big campaign about to start 
with $500,000 already pledged by the manufacturers and 
jobbers to carry out those plans. The bureau, he said, 
also needs the support of every man in the retail plumbing 
and heating business. 

Samuel F. Wilson, past national president, from Newark, 








Top picture: Mr. and Mrs. L. B. Mareh, Waterloo.—Middle 

picture: James Wallace, E. Van Dyke, W. M. Kuber, all of 

Des Moines——Bottom picture: Elmer Holmberg, Carl Ottoson, 

Fort Dodge, at the recent state convention of the Iowa Master 
Plumbers’ Association at Waterloo 
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STA®= PAK 


HoT WATER 


VALVES 


Never 


Need 
Re-packing 


WHOLESALERS: 
STA-PAK valves are high qual- 


ity valves at prices that bring in 
orders. Write for our catalogue 
and detailed information. 














‘STA-PAK 
No. 24 





Note the detailed construction of the 
Capitol STA-PAK Hot Water Valve 
illustrated above. Here is a real hot 
water valve of the packless type, ex- 
tremely pleasing in appearance. For use 
on pressure or expansion systems. It is 
a valve that will give you and your cus- 
tomer permanent satisfaction. 


Every STA-PAK valve is made of guar- 
anteed tested materials. 


Michigan Smelting 
and Refining Co. now 
operating Capitol 

rass Works and 
Acme Brass Divisions. 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES AND BOILER TRIMMINGS 


=D ETROIT, MICH 
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Things That Count 


°.,, “Chicago” type “L-1” 
Quality Bilge Pumps are neat 


units, especially designed for small 
jobs. Small in size, but built upon 
the sturdy lines of the larger “Chicago” 
Vertical Pumps. They are machined 
and assembled by skilled mechanics 
from the best materials obtainable. 


Price “Chicago” type “L-1” Bilge 

Pumps are manufactured on a 
quantity production basis. This ena- 
bles us to sell a high grade unit at a 
surprisingly Low Price. 


+, Maintaining a large stock 
Service of completely assembled 
units, “Chicago” type “L-1” Bilge 
Pumps can be shipped in Twenty-four “Chicago” Type-1" 
Hours after receipt of order in factory. 


Bilge Pump 
Ask for Bulletin No. 119. 









SEWAGE-CONDENSATION-CIRCULATING 
BILGE- FIRE-HOUSE- VACUUM 





2322 WOLFRAM ST. - - CHICAGO, ILL. 


IBIL, 


Make friends with the 
SIMPLEX Roof Drain 














The SIMPLEX Drain will make friends of your customers. 
The simplicity of these drains make them a pragtical installation. 

The Blake SIMPLEX Safety Waste7RoofjDrain is adaptable 
for installation on concrete, wood or composition roof. It is 
the superior drain for the following reasons: 


The strainer dome is locked to the body of Roof drain. 
The expansion ring firmly clamps roofing material tight to 
body of drain and maintains equal pressure on the entire cir- 


cumference through adjustment of brass bolts. Equipped with 
protective check valve. 


BLAKE SPECIALTY CoO. 

















Rock Island - - Illinois 


Canadian Service: All Crane Co. Branches 


SPECIALTIES? 
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N. J., was the next to be called on and he also outlined 
the T. E. B. program and told what it is doing to create 
more business for the masters. He also said that the 
Ladies’ Auxiliaries were a big factor in the success of the 
master plumbers’ associations. 

D. F. Durkin, another past national president, was the 
next speaker and with words of praise for the man who 
had served the master plumbers of Philadelphia as their 
president for the past five years, and whose untiring 
efforts had been an example to all, he presented John A. 
Quinn, past president of the Philadelphia association, with 
a diamond ring, a token from the members of the Phila- 
delphia Master Plumbers’ Association. 

Mr. Quinn acknowledged the gift and spoke of the 
loyalty and support that all had rendered him. He urged 
the members to support his successor just as loyally. Wm. 
McCoach, former national treasurer for many years and 
now a member of the Philadelphia city council, was also 
present. 

Entertainment was then in order and songs and dances 
were presented by some professional entertainers. The 
chairs were then removed and the rugs taken up and 
dancing was in order for the rest of the evening. Each of 
the ladies present received 6 silver spoons as souvenirs, 
and the men cigars and cigarettes. 

Much credit for the success of the evening was given 
the committee on arrangements, which consisted of Geo. 
M. Hicks, chairman; Harry Stillwell, secretary, and Gil- 
bert Lowener, dance floor manager. Balloons were dis- 
tributed and those, too, added to the evening’s pleasure. 





MICHIGAN CHAPTER A. S. H. V. E. HOLDS INTER- 
ESTING MEETING 


The February meeting of the Michigan Chapter of the 
American Society of Heating and Ventilating Engineers 
was held at the Detroit Engineering Society clubrooms, 
Detroit, Mich., with fifty-four members and guests present 
for dinner and the business session which followed. Presi- 
dent McIntyre presided. 


H. M. Whitten, of the Chamberlain Metal Weather Strip 
Co., was one of the speakers of the evening, and he pre- 
sented a comprehensive talk on the uses of the products 
of his company. His talk was illustrated with stereopti- 
con slides. W. T. Harms, past president of the chapter, 
reported on heating domestic hot water with oil in sum- 
mer. Mr. Harms has been investigating several such in- 
stallations which are thermostatically controlled, and re- 
ported on the results of his observations. The engineering 
features of the new Morrell street power plant in Detroit 
were explained by H. L. Walton and C. R. Gifford of Smith, 
Hinchman & Grylls. 

W. A. Rowe reported on some of the outstanding sub- 
jects discussed at the St. Louis meeting of the association, 
and J. L. Fuller explained the limited membership drive 
of the organization. 





GARY SOCIETY ELECTS OFFICERS 

At a recent meeting of the Gary (Ind.) Society of San- 
itary Engineers, William H. Henderson was elected presi- 
dent. The vice president, elected at the same time, is 
Stanley Eckard, while H. H. Highlands was elected treas- 
urer. J. E. Withers remains as secretary-manager of the 
society. J.B. Rochford, Fred Hibel, C. W. Yerbury, James 
McCartney and James H. Daniels, president of the Indiana 
Society of Sanitary Engineers, are members of the board 
of directors. 

The following committees were appointed at the same 
meeting: Membership committee: James McCartney, Er- 
nest Gillot and Charles H. Klingaman; arbitration com- 
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mittee: J. B. Rochford, James H. Daniels and Eduard M. 
Pripps; educational committee: Fred Eibel, E. L. Burke 
and James H. Daniels; entertainment committee: John 
Prendergast, Hubert H. Highlands and Stanley Eckard; 
auditing committee: E. L. Burke, C. W. Yerbury and 
WwW. A. Lesch; legislative committee: C. H. Maloney, James 
H. Daniels and William H. Henderson; publicity commit- 
tee: Eduard M. Pripps, F. E. Simard and Charles Klinga- 
man; trades relations committee: William H. Henderson, 
F. E. Simard and C. W. Yerbury. 





SIOUX FALLS RETAILERS HOLD ANNUAL FROLIC 
AND DINNER 


Members of the Sioux Falls, S. D., Retail Plumbing 
and Heating Association held their annual frolic and din- 
ner at the Hotel Carpenter, in that city, on Wednesday 
evening, February 9. Every member of the organization 
was present with his family, and the affair was pronounced 
a fine success. After an elaborate meal had been served, 
an old time dance was held, in which all participated. 

During the meal, the diners were entertained by a num- 
ber of selections which were broadcast over radio station 
KSOO. Mrs. Laurice Lynum, Owen Murphy, Rocky Fa- 
nilla, Roy Pierce, Norman Mather, president of the state 
association, and the Sanders Junior Band furnished the 
entertainment, which consisted of readings and instru- 
mental and vocal musical numbers. Ray Rees, city water 
commissioner, ‘‘called off’? for the square dance. 

William Blatherwick of Sioux Falls was the speaker 
of the evening, and chose as his subject, “‘The Plumber, 
and what he can do to make living more worth while 
on the farm and in the small town.’”’ His talk was broad- 
cast over the radio, and it is estimated it was heard by 
thousands of farmers in the West and Northwest, as well 
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as in other parts of the country. The speaker outlined 
how easy it is to have modern sanitary conveniences on 
the farm, and went into detail as to the merits of mod- 
ern plumbing fixtures and modern heating systems. 








MILWAUKEE ASSOCIATION COMMITTEES NAMED 

President W. W. Dusold of the Master Plumbers’ 
Association of Milwaukee, Wis., has announced the per- 
sonnel of the committees which will function for the asso- 
ciation during the coming year. The directors of the 
association are appointed by the president and this year’s 
board consists of George C. Block, Joseph Wittig, Charles 
Pelunek, H. C. Weber, Joseph Brah, Hugo Lippert, Jacob 
Schuh, Lewis R. Friend, Frank Loppnow, H. H. Borken- 
hagen, Peter Vogt, David Stern, A. A. Hoffman and Charles 
Priegel. 

H. J. Bauer is chairman of the advertising committee 
and other members are George C. Block, Edward Trebs, 
George Soergel and David Stern. The apprenticeship 
committee consists of H. C. Weber, chairman, E. F. 
Henoch and A. F. Boettcher; auditing, Edward Trebs, 
chairman, George Soergel and Frank Loppnow; city hall, 
Otto A. Waskow, chairman, Paul H. Kurth, George C. 
Block, David Stern and Frank J. Smith; code of ethics, 
Joseph Wittig, chairman, F. C. Kuetemeyer, Joseph Brah, 
Jacob Schuh, Frank J. Smith, S. V. Hanley; conference, 
Joseph Brah, chairman, Charles Pelunek, Otto Waskow, 
Joseph Wittig and E. F. Henoch; entertainment, Walter 
Tesch, chairman, Elmer Schmidt, H. A. Wegner, George 
Bronenkant and George Vogel; welfare and better book- 
keeping, O. H. Dittmer, chairman, L. R. Friend, David 
Stern, George Soergel, Edward Trebs and George C. Block; 
membership, Charles Priegel, chairman, H. C. Weber, 
George C. Wussow, E. B. Knauer and Walter Tesch. 











CAMDEN POTTERY CO. 
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‘“*‘THEY KEEP A-RUNNING”’ 











\% Horse Power Century Repulsion-Start 
Induction Single-Phase Motor 


High Starting 
Torque 


The high starting torque of Century Repulsion- 
start Induction Single-phase Motors makes 
them particularly adapted to installations 
where the load is hard to start—commercial 
and domestic refrigerators, compressors, plung- 
er pumps, inertia and fly-wheel loads. 


( 1) Starting torque is never less than 
300% of full load torque. 


(2) Starting current is never more than 
260% of full load current. 


( 3) Fuses which will protect the motor 
while running and carrying its load 
are usually large enough to effect a 
start. 


In addition, all Century Repulsion-start Induction 
Single-phase Motors, one-horse power and smaller, are 
regularly equipped with the Century Wool-yarn System 
of Lubrication, which assures at least one year’s 24- 
hour-per-day operation without reoiling. 


Built in all standard sizes from ¥ to 40 horse power. 
Temperature rise does not exceed 40 deg. Centigrade. 


There is a difference— use and specify Century 


Repulsion-start Induction Single-phase Motors 


Century Electric Co. 
1806 PINE STREET ST. LOUIS, MO. 


32 Stock Points in the United States 
and More Than 50 Outside Thereof 









































% to 40 H.P. r D lit % to 40 H.P. 
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CHICAGO ASSOCIATION OF CONSULTING ENGINEERS 
HOLDS ANNUAL ELECTION 

The Chicago Association of Consulting Engineers held 
its annual election recently at the City Club in Chicago 
with the following result: Irving E. Brooke was elected 
president; Ernest V. Lippe, vice president; Rollo E. Gil- 
more, secretary-treasurer. 

The Chicago Association of Consulting Engineers meets 
regularly on the third Monday of each month at the City 
Club for dinner, followed by a regular business meeting. 
Usually on alternate meetings, well-known speakers are 
on the program, giving talks on the various technical prob- 
lems confronting the members in their round of daily 
activities. 

The membership is limited to mechanical, electrical and 
sanitary engineers, not less than thirty-two years of age, 
acting in a consulting capacity, who have been engaged 
in the practice of their profession for a period of not less 
than ten years, and are not connected in any way with 
sale of mechanical equipment. 

The secretary’s address is R. E. Gilmore, 1619 Monroe 
building, 104 South Michigan avenue, Chicago. 





VALENTINE PARTY GIVEN BY JAMESTOWN, N. Y., 


AUXILIARY 
The Ladies’ Auxiliary of Jamestown, N. Y., entertained 
the members of the Master Plumbers’ Association at a 


valentine party in the Mongolian Room at the Jamestown 
Hotel, on February 16. Mrs. Francis Irvine, president of 
the auxiliary, presided at the banquet. The table was 
artistically decorated with flowers and palms, and valen- 
tines and baskets of nuts were at each place at the table. 

Fred Asker, president of the master plumbers’ associa- 
tion, made a short address on behalf of the association, 
and Mrs. Floyd Sharp, corresponding secretary of the 
Ladies’ Auxiliary, briefly outlined the activities of that or- 
ganization. A bunco party followed the banquet. High 
scores were held by Mrs. J. Woodhead, Mrs. Ed. Tordoff, 
Emil Johnson and J. Woodhead. About thirty-five guests 
were present, and much credit is given to Mrs. Fred Asker 
and Mrs. Walter Tordoff, composing the committee in 
charge of the affair. 





Top picture, from left to right: Mrs. A. V. Benson, Grand 
Island; Mrs. P. W. Hart, University Place; Mrs. Emil Rohilff, 
Lincoln.—Lower picture: Mrs. J. F. Bookstrom and Miss 
Lillian Bookstrom, of Lincoln; Miss Bernice Grunwald «and 
Mrs. B. Grunwald, of Omaha, at the recent state convention 





of the Nebraska Retail Plumbers’ Association at Omaha 
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Convention Dates 


February 28 and March 1 to 12, ineclusive.—Third Annual 
Conference to Train Plumbing Instructors, at the University 
of Pittsburgh, Pittsburgh, Pa. 

March 7, 1927.—Annual meeting of the Plumbing, Steam and 
Metal Salesmen’s Association of Maine, at Dunscroft Inn, 
Dunstan, Me. 

March 8 and 9, 1927.—Annual convention of the Maine State 
Association of Master Plumbers, at the Hotel Falmouth, Port- 
land. 

March 8 and 9, 1927.—The annual convention of the North 
Dakota State Association of Master Plumbers, at Grand Forks, 
with headquarters at Frederick Hotel. 

March 10, 1927.—Quarterly meeting of the Utah State Asso- 
ciation of Sanitary and Heating Engineers, at Salt Lake City. 

March 10 and 11, 1927.—Annual convention of the Alberta 
Association of Domestic Sanitary and Heating Engineers, 
Inc, at Calgary, with headquarters at the Palliser Hotel. 

March 11, 1927.—Organization meeting of the Plumbing and 
Heating Trades Golf Association of New Jersey, at Achtel 

’ Stetter’s, Newark. 

March 14, 15 and 16, 1927.—The annual convention of the 
Indiana Society of Sanitary Engineers, at Indianapolis. 

March 14, 15 and 16, 1927.—The annual convention of the 
Kansas Master Plumbers’ Association, at Wichita, Kans., with 
headquarters at Broadview Hotel. 

March 21, 22 and 23, 1927.—The annual convention of the 
Missouri State Association of Master Plumbers at St. Joseph, 
with headquarters at the Robidoux Hotel. 

March 24 and 25, 1927.—The annual convention of the On- 
tario Society of Domestic Sanitary and Heating Engineers at 
Guelph, Ont., Canada. 

March 25 and 26, 1927.—Meeting of the Ontario Plumbing 
and Drain Inspectors, at Guelph, Ont., Canada. 

March 29 and 30, 1927.—The annual convention of the New 
York State Association of Master Plumbers at the Hotel 
McAlpin, New York City. 

March 29 and 30, 1927.—Michigan State Association of 
Plumbing and Heating Dealers, at Flint, with headquarters at 
the Durant Hotel. 

April 5 and 6, 1927.—Annual cofvention of Massachusetts 
State Association of Master Plumbers, Inc., at Boston. Place 
of meeting has not yet been chosen. 

April 5, 6 and 7, 1927.—The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

April 7 and 8, 1927.—The annual convention of the Louisi- 
ana-Mississippi Association of Plumbing and Heating Dealers, 
at Gulfport, Miss. 


April 11 and 12, 1927.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Muskogee, 
Okla., with headquarters at the Severs Hotel. 

April 14 and 15, 1927.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Little Rock, with 
headquarters at Lafayette Hotel. 

May 2 and 3, 1927.—The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
ciated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Texas Hotel. 

May 9 and 10, 1927.—-The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 

May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C. 

May 9, 10 and 11, 1927.— Annual convention of the Kentucky 
State Association of Master Plumbers and Sanitary Engineers, 
at Newport, Ky. 

May 10 and 11, 1927.—-The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at Denver, 
Colo, 

May 11, 12 and 13, 1927.—-The annual convention of the Ken- 
tucky State Association of Master Plumbers, at Newport, Ky. 

May 16 and 17, 1927.—The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. : 

May 17-20, 1927.—-The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind, 
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Remove the stains 
from closet bowls 


with Kloset Klean, a harm- 
less preparation which thor- 
oughly cleans the bowl with- 
out scrubbing. In no way do 
the hands come in contact 
with the bowl. Simply pour 
into the bowl—flush—and the 
job is done. 


FOR CLEANING 
hose Bers Ow 
Tae en SANITARY WAY, 
Prrrseumon, Pan 


Your jobber can supply you. 


The Chamberlain Co. 


Pittsburgh, Pa. 
































R UNION ELBOW 
Priced Right 


rriesr 
Union 
Els are 
priced so 
that you 
and your 
customer 
both benefit. Finely 
made, correctly de- 
signed, and nickel plated all over. 
Their is no question about their 
superiority. Ask for Folder D. 


WALTER H. PRIER COMPANY 
Dunham Bldg. 450 E. Ohio St. Chicago, Ill. 




















DECATOR 


The Burks Super Turbine Pump 





The ideal pump for 
the home to use and 
for the plumber to 
install. 


Serviceable 


Reliable 
Profitable 


DECATUR PUMP CO. 


632 East 
Cerro Gordo 
Street 











DECATUR, ILL. 









Closet Bends 


are sanitary fittings of the finest quality. They 
make a solid, substantial job which wi'l stand 
the closest inspection. Write for catalog show- 
ing all patterns and sizes. 


Sanitary Company of America 
LINFIELD, PA. 





Hub Inlet Closet Bend 
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The EDDY-SINK 


You Will Be Proud 
to Show and Sell 


“The EDDY SINK” 


It is so distinctive in its two com- 
partment features which eliminate 
any need of a dish pan for washing 
dishes. The wire basket which 
fits into the draining side permits 
scalding dishes without danger of 
over-running or slopping. 


The uses of ““The Eddy Sink” are 
many. Its high quality porcelain 
enamel finish and durable con- 
struction insure lasting usefulness, 
and a satisfied customer always. 


Put a Post card request in today's 
mail for complete information. 


The D. A. enn Sanitary Mfg. Co. 
200 Lucas Street : 3: Columbus, Ohio 
Manufacturers also of Ventilated Clos 2ts, Urinals, Wa h Sinks, 
Drinking Fountains and Stezl Partitions for Toilet Rooms 


“EBCO" 


THE MARK OF GUARANTEED QUALITY 
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| May 17 and 18, 1927.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Harris. 


burg, Pa., with headquarters at the Penn Harris Hotel. 
May 17 and 18, 1927.—Annual convention of the New Jersey 


State Association of Master Plumbers at the Elks Club, 
Newark. 


May 19, 20 and 21, 1927.—The annual convention of the 
Oregon Association of Master Plumbers, at Salem, Ore. 
| May 26, 27 and 28, 1927.—Second annual convention of the 
| National Association of Plumbing and Heating Salesmen, at 
| the Robert Treat Hotel, Newark, N. J. 
May 27 and 2s, 1927.—Annual convention of the Washington 


State Master Plumbers’ Association at a city to be determined 
| later. 


June 1, 2. 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Association, 
at West Baden, Ind., with headquarters at the West Baden 
Springs Hotel. 


June 2, 3 and 4, 1927.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hote! 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 

June 6 to 11, 1927.—The national convention of the Amer- 
ican Water Works Association in Chicago, with headquarters 
at the Hotel Sherman, 


June 8, 9 and 10, 1927.—The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Min- 
neapolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at Minneapolis, Minn., with headquarters at the 
Radisson Hotel. 


June 28, 29 and 30, 1927.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
White Sulphur Springs, Va. 


Other Trade Events 


February 28, 1927.—Annual banquet and ladies night of the 
Master Plumbers’ Association of the Oranges, at the Woman's 
Club, East Orange, N. J. 

March 14, 1927.—Annual dinner and dance of the Master 

} Plumbers’ Association of Springfield and Vicinity, at Spring- 
| field, Mass. 

March 14-19, 1927.—The Second National Heating and Ven- 
tilating Exposition, Twelfth Regiment Armory, New York 
| City. 

April 2-9, 1927.—-The annual Own Your Home Exposition, at 
the Coliseum in Chicago. 

April 2 to 9, inclusive, 1927.—Fifth annual “Buy Your Own 
| Home” Exposition, at the Twenty-third Regiment armory, 
| Brooklyn, N. Y. 

April 9, 1927.—Second annual Bosses Night of New York 
Chapter No. 2, National Association of Plumbing and Heating 
Salesmen, at the Hotel Pennsylvania, New York City. 

April 18, 1927.—Sixth annual dinner dance of the Maryland 


Master Plumbers’ Association, at the Hotel Emerson, Balti- 
| more. 








DATES FIXED FOR SEMI-ANNUAL MEETING 
| OF A. S. H. V. E. 


The semi-annual meeting of the American Society of 

Heating and Ventilating Engineers will be held in White 

| Sulphur Springs, Va., on Tuesday, Wednesday and Thurs- 

| day, June 28-30, 1927, a recent announcement by Society 

officers states. As is usual, the meeting will be a semi- 

technical one, with the time apportioned between business 
| and recreation. 





ALBERTA SANITARY AND HEATING ENGINEERS TO 
MEET IN CALGARY 


The Alberta Association of Domestic Sanitary and Heat- 
ing Engineers, Inc., will hold its annual convention March 
10 and 11 at the Palliser Hotel, Calgary, Alberta, accord- 
| ing to official announcement just issued by Secretary- 
Treasurer J. P. Marsh of Medicine Hat. 
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THIS WEEK 











AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








CENTRAL SUPPLY ASSOCIATION HOLDS WINTER 
MEETING 


The Central Supply Association held its winter meeting 
at the Palmer House in Chicago on Wednesday and Thurs- 
day, February 23 and 24, while this issue was being 
printed. A complete report of the meeting will be pub- 
lished in next week’s issue of ‘‘Domestic Engineering.”’ 





SUPREME COURT DECIDES AGAINST POTTERIES 

The Supreme Court handed down its decision February 
21 in the government’s prosecution of twenty-three 
pottery manufacturers or distributors of sanitary earthen- 
ware for violation of the Sherman antitrust law. The 
decision sustained the trial court in which 20 individuals 
and 23 corporations were convicted. A court of appeals 
decision, which held the verdict was invalid, was thrown 
out by the highest court. 





WILL CAUSE LITTLE INTERRUPTION IN BUSINESS 

Due to ample stocks of finished products on hand, the 
fire which damaged the manufacturing end of the John 
Trageser Steam Copper Works, 445 West 26th street, 
New York City, will affect deliveries of the company’s 
products very little, L. Hassinger of the company states. 
While it will take from three to four weeks to repair the 
damage done, the company has enough stock on hand to 
care for approximately a month’s ordinary shipments. The 
fire, which caused almost $250,009 damage, started in the 
basement of the building on February 9, from undeter- 
mined causes, causing damage to the machine and car- 
penter shops and to the range boiler and tinsmith depart- 
ments. 





BRIDGEPORT BRASS COMPANY HOLDS ANNUAL 
SALES CONFERENCE 

The annual sales conference of the Bridgeport Brass 
Company, Bridgeport, Conn., was held at the company’s 
home offices February 14-16, inclusive, salesmen and rep- 
resentatives of the company from all over the United 
States being in attendance. The main subject before the 
conference meetings, which were held in the cafeteria at 
the factory, where displays of the products and the 
advertising were made, was the launching of the com- 
Pany’s new flush valve and its new line of brass pipe 
fittings. 

The meetings were in charge of a conference commit- 
tee, made up of C. H. Barker, Jr., H. Bates, L. W. Grout, 
A. D. Guion, S. P. Hackley, A. D. Merwin, A. Morris, W. 
Ruddiman and W. H. Pease. The first morning’s session 
included talks by Mr. Barker, by Carl F. Dietz, president 
and general manager, by General Sales Manager Warren 
D. Blatz, and by Mr. Bates. In the afternoon, Mr. Grout, 
Mr. Baulieu of the laboratory staff, and Mr. Hackley 
spoke, then the salesmen made a tour of the flush valve 
and plumbing manufacturing departments. Tuesday those 
attending heard W. R. Webster, vice president, Mr. Mor- 
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ris, Mr. Christie, Mr. Barker, Mr. Pease; Mr. Allen and 
Mr. Seeley, who is vice president and general manager of 
the Albrass Co., Inc. They then toured the Housatonic 
avenue plant. On the final day R. I. Neithercut and the 
Messrs. Clark, Bates, Guion and Blatz were on the pro- 
gram. Luncheons were held each day, with a dinner at 
the Brooklawn Country Club the final evening. 





NEW YORK TO HOLD HEATING AND VENTILATING 
EXPOSITION 

While the word overhead can be found only in few dic- 
tionaries, it is perhaps one of the most important words in 
the trade. It will be one of the topics to be discussed at 
the Heating and Ventilating Conference and Exposition to 
be held the entire week of March 14 at the 112th Regi- 
ment Armory, Columbus avenue and 61st street, New 
York City. 

At the exposition there will be shown the most modern 
methods of heating and ventilating, and many manufac- 
turing firms in the industry have already taken space so 
that visitors will be able to see their products in actual 
demonstration. 


ROGER MORTON NAMED HEAD OF PIERCE, BUTLER 
AND PIERCE MFG. CORP. 

Roger Morton, 
treasurer of the Pierce, But- 
ler and Pierce Manufacturing 
Corporation, New York City, 
was selected as the new presi- 
dent of that company at a 
meeting of directors on Feb- 


formerly 


ruary 16, to succeed his fa- 
ther-in-law, the late Dr. J. T. 
Duryea. I. N. Beeler, for- 
merly vice president, was at 
the same time named chair- 
man of the board of directors, 





and C. F. Bennett, the secre- 
Roger Morton tary, was also elected a mem- 
ber of the board of directors. 

The new president has spent the major share of his 
business life with the company he now heads. After serv- 
ice in the World War as a lieutenant in the army, he en- 
tered the employ of the company in 1919 and has since 
that time worked in almost every department of the busi- 
ness. For a time he was superintendent and manager of 
the Huntingdon, Pa., plant, where he learned the manu- 
facturing end of the business, later entering the offices in 
New York City, and some time ago assuming the duties of 
treasurer. 

The officers of the company are now Roger Morton, 
president; I. N. Beeler, chairman of the board; H. E. 
Longwell, J. C. Gaskill, William J. Woolley and Philip J. 
Faherty, vice presidents; C. F. Bennett, secretary; Martin 
R. Bush, assistant secretary; A. N. Theobald, controller, 
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and Joseph Brozen, assistant treasurer. Temporarily the 
office of treasurer has not been filled. The directors in- 
clude the Messrs. Morton, Beeler, Bennett and Woolley, 
and Acosta Nichols, Arthur C. Allyn, Elmer T. Eshelman, 
H. W. Smith and Franklin T. Miller. The company has 
stock and bonds outstanding amounting to more than ten 
million dollars. 

Besides main offices at 41 East Forty-second street, New 
York City, factories are operated at Eastwood, N. Y.; Syra- 
cuse, N. Y.; Oswego, N. Y.; Huntingdon, Pa.; Zanesville, 
O., and Lambertville, O., and 20 branch houses are main- 


tained. 





J. W. JOHNSON CALLED BY DEATH 


J. W. Johnson, of the Kokomo Brass Works and the 
Kokomo Malleable Iron Works, Kokomo, Ind., died re- 
cently at his home in that city, according to formal an- 


nouncement just received from these concerns. 





Cc. W. FARRAR NAMED PRESIDENT OF EXCELSO 
PRODUCTS CORP. 

The American Radiator Co., 
Buffalo, N. Y., announces that ar- 
rangements have been made to 
take over the business of the Ex- 
celso Specialty Works, Inc., and 
the appointment of Cecil W. Far- 
rar as president of the new sub- 
sidiary, to be known as the Ex- 
celso Products Corporation. Twen- 
ty-two years ago Cecil W. Farrar 
was first employed by the Ameri- 
can Radiator Co. in a minor po- 
sition at the Pierce plant, Buffalo. 
From there he was transferred to 
the sales branch-at Buffalo, secur- 
ing a territory in the Northern 


New York district, gaining sales experience not only in the 
selling of boilers and radiators, but also in the specialties 
division of that company. Shortly after the United States 
Radiator Corp. was formed, he became a member of that 
organization as a special representative, calling on jobbers 
and trade for the corporation. Later he had charge of 
the specialties department of that company, and then from 
there opened its Buffalo branch. From manager of the 
Buffalo branch, he became, four years ago, vice president 
of the Excelso Specialty Works, a new company. When 
the American Radiator Co. made plans to take over the 
Excelso Specialty Works, Mr. Farrar was appointed presi- 
dent, and the company will continue at the same address. 

Mr. Farrar is well known to the wholesale and retail 





Cc. W. Farrar 





Salesmen of the Josam Mfg. Co. at its recent annual convention held at 


Michigan City, Ind. 
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trade throughout the country, and to the architects and en- 
gineers; was twice president of the Western New York 
Chapter of Heating and Ventilating Engineers, and has 
spent his lifetime in the development of the sale of prod- 
ucts to the plumbing and heating trade. The new firm 
will manufacture and sell through plumbing and heating 
supply houses and boiler and radiator manufacturers as 
in the past. E. H. Ruppert will continue to represent the 
company in the eastern division of the country with head- 
quarters in New York. R. E. Moore will have western 
headquarters in Chicago. 





PLANS ADDITIONS TO SUPPLY HOUSE 


Plans for additions to its present plant are being made 
by the Lansing Supply Co., of Lansing, Mich., according to 
an announcement. The addition of another story to the 
structure, and the building of a modern front for show- 
room purposes, are contemplated. The first floor of the 
building will house the showroom, the second floor the 
private offices, and the third floor the warehouse. Be- 
sides the additions to the main building, it is planned to 
erect additional pipe sheds for storage purposes. 





SEATTLE PLUMBING AND HEATING SALESMEN 
MEET 

At the regular meeting of the Seattle Association of 
Plumbing and Heating Supply Salesmen held at Blancs 
Cafe, Seattle, Wash., Monday noon, February 7, Capt. 
Soberaeski of the United States Coast and Geodetic Sur- 
vey gave a most interesting talk on the work of the service 
and some of the problems of surveying and mapping the 
11,000 miles of the Pacific Coast and Alaska. 





JOSAM MANUFACTURING CO. HOLDS ANNUAL SALES 
CONVENTION ; 

Forty executives, department managers, branch mapn- 
agers and representatives of the Josam Mfg. Co., of Cleve- 
land, Ohio, gathered at Michigan City, Ind., recently for 
the tenth annual sales convention of that firm. Those at- 
tending were from all parts of the United States, and 
were quartered on two floors of the Spaulding hotel. In- 
spection of the factories, demonstrations of the products 
of the company, and sales discussions occupied the time 
of the delegates. It was announced that extensive addi- 
tions to the factories will be made. 

The accompanying picture shows those attending the 
meeting. They are, reading from left to right, back row: 
R. A. Sennholtz, Michigan City, Ind.; C. F. Spicke, Michi- 
gan City; L. Tucker, Chicago; F. S. Gouldthrite, Minne- 
apolis; H. H. Engeling, St. Louis; C. L. Ahler, Memphis, 
Tenn.; L. D. McInich, Kansas City, Mo.; C. M. Loucks, 
Utica, N. Y.; M. M. Pendergast, Milwau- 
kee; J. U. Farr, Tampa, Fla.; R. H. 
Auger, Detroit; Merwin E. Busch, New 
York City; P. V. Clarke, Buffalo; J. M. 
Pendergast, Jr., Chicago; R. K. Roth- 
rock, New Orleans.—Middle row: M. J. 
Hirshstein, Cleveland; George H. Lang, 
Philadelphia; H. F. Kelson, Houston; 
A. E. Witty, Oklahoma City, Okla.; C. 
M. Crow, Des Moines; H. S. Hollenbeck, 
Chicago; A. F. Loucks, Jr., Albany, 
N. Y.; M. Doerr, San Francisco; G. J. 
Reardon, Los Angeles; B. W. Bradford, 
Charlotte, N. C.; I. L. Roark, Kansas 
City, Mo.; M. A. Sisk, Pittsburgh; J. 
M. Beglen, Cincinnati.—Bottom row: 


P, J. Spicka, Michigan City, Ind.; leo 
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Mayer, Chicago; F. M. Wilcox, Atlanta, Ga.; P. M. Wilcox, 
Michigan City; R. C. Koblitz, treasurer, Cleveland; Joseph 
Hirshstein, president, Cleveland; E. M. McLundie, vice 
president, Michigan City; S. L. Marsh, New York City; 
H. B. Fridstein, Chicago; G. W. Busch, New York City; 
E. H. Gardner, Cleveland; M. B. Koblitz, sales and adver- 
tising manager, Cleveland. 





W. H. ROBERTS DIES SUDDENLY 

William H. Roberts, president of the Roberts Brass 
Manufacturing Co. and the Detroit Stamping Co., both of 
Detroit, Mich., died suddenly at his home in that city on 
Monday, February 14, of heart disease. He appeared to 
be in good health the evening preceding his demise, and 
his many friends were shocked to hear of his death. Mr. 
Roberts was born in Wallaceburg, Ont., 48 years ago, and 
while he was still a child his parents moved to Detroit, 
where his father, D. H. Roberts, founded the Roberts 
Brass Manufacturing Co., an industry in which his sons 
succeeded him. Mr. Roberts was active in civic work in 
Detroit, having been a member of the Detroit Athletic 
Club, the Rotary Club, Detroit Commandery Knights 
Templar and several other business and social organiza- 
tions. Last year he represented the Detroit Rotary Club 
at the international convention in Edinburgh, Scotland. 
He was also much interested in Y. M. C. A work, and was 
active in the activities of that organization in Detroit. 
Besides the widow, two sons, a daughter, four brothers, a 
sister and his father survive him. 





PLUMBING AND HEATING DISPLAYS PROMINENT AT 
PHILADELPHIA HOME EXPOSITION 
Plumbing and heating concerns were a large factor in 
the success of the Home Building Exposition, held in 
Philadelphia, February 7-12, under the auspices of the 
Philadelphia Operative Builders’ Association, at the First 
Regiment Armory on North Broad street. Both manufac- 


turers and wholesalers contributed to the success of the 
show by maintaining interesting exhibits, the total of 
these exhibits containing an example of practically every 
fixture used in modern plumbing and heating. 

The Abram Cox Company of Philadelphia was among 
the prominent manufacturers who exhibited, this com- 
pany having a large display of its line of boilers and 
water heaters and gas ranges. The American Radiator 
Company’s Philadelphia branch was also well represented, 
the manufacturers having fitted a booth with a line of 
various types of boilers, radiators, and water heaters. A 
third boiler and radiator concern whose booth attracted 
attention was the National Radiator Company, which had 
arranged a showing of its products. The Pierce, Butler 
& Pierce Mfg. Corporation used a cut-away boiler as the 
central part of its exhibit, showing interested onlookers 
the way the interior of the heating boiler looks, and also 
had a display of radiators. 

The Shuster Plumbing Supply Company had divided 
its exhibit into three sections, two of these being arranged 
as model bathrooms in color, one in green, and the other 
in black and white with red contrast. Both had recess 
tubs, with colored curtains setting them off, one tub be- 
ing fitted with overhead shower. The third section showed 
various products being sold by the wholesalers, including 
a display stand of showers. 

The J. D. Johnson Co., Inc., also had a very well 
equipped booth. In one corner a bathroom had been in- 
Stalled, showing a combination bath tub, with shower, and 
with a colored seat furnishing color on the toilet combi- 
nation. Other products shown by this company included 
an automatic gas heater, an electric sink, wash trays, 
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‘“The Most Practical Toggie’’ 





The Toggle with the “Spring Wings” 
Save Their Cost in Time and Patience 


ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 
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Has there been such a book 
compiled on steam, water, air, 
gas and oil specialties as the 
McAlear Catalog No. 28. 
Every word in it is of money 
saving value to the plumbing 
and heating contractor. 


For instance, on page 16 are 
complete service, construc- 
tion and installation data for 
McAlear No. 235 Pressure 
Reducing Valves. These 
valves are used in connection 
with steam, water, air, gas 
and oil or any other service 
requiring positive control of 
reduced pressures. 

Get the McAlear Catalog 
No. 28 for the time it will 
save you_every day. 
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colored curtains and a closet combination. Interested 
| onlookers were given copies of “The Story of the Bath.” 

Another boiler manufacturing concern exhibiting was 
the H. B. Smith Co., which had two boilers on display 
| and salesmen present to explain their operation to vis- 
itors. The Consolidated Boilers Corporation showed its 
products, and the H. C. Bauer Co. had a steel boiler 
hooked up with an oil burner. 

Oil burners, incidentally, were well represented. Among 
| those shown were the A. B, C., the Franklin, the Gulf, the 
| Timken-Detroit, and the Fluid Heat. The Philadelphia 
| Furnace Co., which firm exhibited the last named, also 

had a water heater on display. 
| The Welsbach Company maintained a varied exhibit, 
including an electric refrigerator, an automatic storage 











The exhibit of the American Radiator Co. at the Home Show 
| in Philadelphia 


water heater, and the company’s radiant heater. An- 
other feature booth was that which showed an air heater 
and dryer for bathrooms and kitchens. Control systems 
were shown by the Minneapolis Heat Regulator Co. and 
the Thermovent Co. Water heaters were also displayed 
by the EverHot Heater Sales Co., with four models on 
exhibition. The Thermolator Corporation exhibited its 
combustion system. 











SLOAN VALVE CO. REPRESENTATIVES VISIT HOME 
+ OFFICE 

| Several sales representatives of the Sloan Valve Co., 
Chicago, recently paid a visit to the home office of the 
company in that city. Among the visitors were B. T. 
Beardsley of Pittsburgh, Pa.; A. C. Jones of St. Louis, 
Mo.; C. L. Ahler of Memphis, Tenn.; I. L. Roark and L. D. 
MelIninch, both of Kansas City, Mo.; the Loucks brothers 
of Albany, N. Y. and J. F. Murphy of New York City. 





COMPANY EXPANDING ITS ACTIVITIES 


Information from the R. T. Lawrence Company, New 
York City, shows that it has arranged to assist in the 
sales of the Republic Boiler & Radiator Co. of Baltimore, 
Md., in the New York metropolitan district, and that its 
sales representation of the Ware Coupling & Nipple Co. 











of Ware, Mass., has been extended to cover the entire 
Atlantic seaboard. 
M. T. G. ASSOCIATION TO HOLD ANNUAL MEETING 
THIS MONTH 

F. W. Broatch, secretary-treasurer of the Metropolitan 
Trade Golf Association, of New York City, announces that 
the annual meeting of that body will be held the latter 
part of February at a place later to be agreed upon. In 
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addition to election of officers and the naming of tourna- 
ment, membership and other committees, the members 
are to discuss the holding of a joint tournament with the 
Delaware Valley Trade Golf Association in May or June. 
This tourney, if held, will be staged at the Pine Valley 
Country Club, one of the toughest courses in the country, 
and will furnish a real test of the manufacturers’ and job- 
bers’ golf prowess. 





SEATTLE SALESMEN PLAN FIRST ANNUAL 
MEETING 


The Association of Plumbing and Heating Supply Sales- 
men of Seattle, Wash., held its first meeting in 1927 at 
Blane’s Cafe recently in that city. The thirty members 
and guests were enthusiastic as to prospects for the asso- 
ciation for the coming year. Secretary Peeples of the 
Walworth Co. reported that negotiations for joining the 
National Association were pending, and it is the hope of 
the officers that this can be brought about at once. 

President Revelle of the Seattle Plumbing Supply Co. 
announced the appointment of Vincent Golden of Crane 
Co. as chairman of the entertainment committee, replacing 
Harold Baum of Crane Co., who resigned. He also ap- 
pointed R. C. McComb of the Walworth Co. as chairman of 
the newly formed program committee, to obtain speakers 
for the noon meetings. Mr. Golden announced that the 
annual meeting would be in the nature of a stag party 
at the Seattle Yacht Club, at which time the election of 
officers for the coming year would take place. 

Thomas P. Revelle, United States district attorney, was 
present as speaker of the day and gave a talk on the value 
of organization and the benefits plumbing and heating 
supply salesmen might get from their association. 





WESTERN TRADE GOLF ASSOCIATION 
OFFICERS AT ANNUAL MEETING 


Prospects for another successful season of golf were 
made apparent when an enthusiastic group of Western 
Trade Golf Association members met for their regular 
annual meeting on February 18, elected officers and talked 
over the game in which they all hav2 a mutual interest. 
The meeting was an evening affair, preceded by an excel- 
lent dinner. It was held in the Grey Room of the Hotel 
Sherman, Chicago. 

Frank B. Hackett, who was vice president during the 
1926 season, will head the organization for the coming 
season. Thomas Monaghan was elected vice president. 
H. W. Evans and Chas. E. Price were re-elected to their 
respective offices of treasurer and secretary. J. H. O’Brien 
was made captain. Carl A. Baldwin kept his job as handi- 
capper. And Clint E. Beery, past president, was made a 
director. 

Mr. Hackett presided over the meeting, for Mr. Beery 
was called to St. Louis at the last moment by imperative 
business demands. He wired the meeting his regrets and 
best wishes for a happy get-together. 

The secretary’s report outlined the activities of the 
1926 season. A total of 341 men played golf with the West- 
ern Trade Golf Association during the last year, making 
an average attendance of 57 at each of the six tournaments. 
During the year, 63 new members were admitted, and the 
season closed with 170 paid members on Treasurer Evans’ 
books. All records, besides pleasant memories, testified 
to the most successful year in Western Trade Golf Asso- 
ciation history. In addition, the treasurer’s report indi- 
cated a healthy financial condition. 


ELECTS 


Mr. Beery was given a rising vote of thanks for his | 


successful efforts in bringing the association from a posi- 
tion a year ago, when there was talk of dropping it because 
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3 Times the Profit! 


Every time you sell a Whale-Bone-ite Seat you 
make three times the profit possible on a staple 
job. Don't waste time soliciting orders for cheap 
seats at a minimum profit when a little salesman- 
ship will bring you an order for a Whale-bone-ite 
Seat at a real profit. And the Whale-bone-ite sale 


means a satisfied customer! 
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of lack of interest, to its present standing. And, as Presi- 
dent-Elect Hackett said, the coming year should be just 
as successful, for it has a strong foundation on which to 
build. 

Mention was made of the inter-association tournament 
between the Michigan and Western Trade organizations 
at Battle Creek last year, and hope was expressed that it 
become a yearly affair. J. A. Galloup, Battle Creek, who 
was host to the two crowds on that day, drew praise from 
several of the members who spoke for his excellent hos- 
pitality. Mr. Hackett suggested that this inter-association 
competition might prove pleasant with the golfers of the 
Plumbing Contractors’ Association of Chicago. 

Two applications for membership were presented and 
the applicants, Ralph Reedy and Chas. A. Howe, were 
elected members. 

After the meeting, ‘‘Domestic Engineering’’ presented 
its moving picture, “Off the First Tee,’’ which showed 


. scenes and players at several of last year’s tournaments. 





ORGANIZE NEW TRADE GOLF ASSOCIATION IN NEW 
JERSEY 

A preliminary organization meeting of golfers who are 
in some way identified with the plumbing and heating 
trades in the state of New Jersey was held at Achtel Stet- 
ter’s Restaurant on Broad street in Newark, Friday eve- 
ning, February 11, and the beginnings of a trade golf 
association were accomplished. It was decided by those 
present that manufacturers and wholesalers of plumbing 
and heating goods operating in New Jersey, together with 
their salesmen, as well as the master plumbers and heat- 
ing contractors of that state, would be eligible for mem- 
bership, the total membership not to exceed 75. 

The name “Plumbing and Heating Trades Golf Asso- 
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ciation of New Jersey’”’ was tentatively decided upon, sub- 
ject to the approval of charter members who are expected 
to attend a second meeting, called for the same place on 
Friday evening, March 11. At this meeting all golfers eli- 
gible under the classification mentioned above are invited 
to attend, dinner to be served at seven o’clock. 

With Robert D. Elder of J. D. Johnson Co., Inc., ag 
temporary chairman, those present proceeded to elect Fred 
Engleberger of F. & W. Engleberger, Newark, president 
of the association. Mr. Engleberger is a past president of 
the Newark Association of Master Plumbers. Walter H. 
Oleson of ‘‘Domestic Engineering’ was elected secretary- 
treasurer, and Ray D. Bolsinger of Fowler & Wolfe Mfg. 
Co. was named a committee of one to draw up a tentative 
constitution and by-laws which are to be presented at the 
March 11 meeting. The election of other officers was 
postponed until the March session. 





PITTSBURGH SALESMEN HEAR TALK ON CHIMNEY 
SIZES 


Professor Thomas G. Estep, of the Carnegie Institute 
of Technology, Pittsburgh, Pa., was the speaker of the 
evening at the regular meeting of the Pittsburgh Chapter 
No. 9 of the National Association of Plumbing and Heat- 
ing Salesmen, which was held at the Hotel Henry in that 
city. The speaker brought out the importance of cor- 
rect chimney sizes in relation to efficient performance for 
heating systems. He divided his talk into three parts, 
dealing with homes, apartment houses and business build- 
ings, and other larger structures. After the conclusion 
of the talk, a round table discussion was held, during 
which the professor answered a number of questions asked 
by various members of the. organization. 

A motion to recommend to the national body the em- 
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ployment of a paid secretary was referred to the board 
of directors with instructions to draw up a resolution to 
be presented at the next meeting. It was decided to invite 
the national association to hold its 1928 convention in 
Pittsburgh. Entertainment for the evening was supplied 
by Mr. Feeney of the Standard Sanitary Mfg. Co., who 
gang a number of songs. 





BALTIMORE WHOLESALE BOWLING LEAGUE OFF TO 
GOOD START 

James Robertson Manufacturing Co.’s team has gone 
into the lead of the Wholesale Plumbing Supply Bowling 
League of Baltimore, Md., with six games won and none 
lost. Two rounds have been played, and developments 
indicate that a rich mine of enthusiasm has been tapped 
by the sponsors of the league. A spirit of good sportsman- 
ship is especially noticeable among the members of all of 


the teams. The standing of the teams is as follows: 
Won Lost Pctge. 


James Robertson Manufacturing Co....... 6 0 1.000 
RUB UMEUROE CIO ios ko5060 20s bier cetecens 4 2 666 
ks BUS Ge. SUEOGMON sce cteweccccesccse 4 2 .666 
ee es A UG oA Sires balk 65.044.0040600-0000 4 2 .666 
Standard Sanitary Mfg. Co. (Office)....... 4 2 .666 
Standard Sanitary Mfg. Co. (Factory)..... 4 2 -666 
Baltimore Plumbing Supply Co............ 3 3 500 
Se: MEN a ay inte e's 60-90 wa:0 W042 410.8 69:0 04.40.6018 3 3 -500 
eC I MINE BOD 5 5.55.9 0-418 6 4.0.8 61 000 Vie.v 6-0-0 3 3 .500 
MoArdio & Wilh, ING... cccccccccccevecs 3 3 .500 
ee ne IN, BUN y's 0.5.6 6. 0.5.40's 406010006810: 2 4 .333 
TD. a» £6666 b GE bd.4.046.0-40 604600088 1 5 .166 
RG NE, SUN 6 0.6.6 0 000csdncecasess 1 5 -166 
NE: SE, SOs wo 60 6 occu ctasensec es 0 6 -000 


Personal Mention 


Howard Coonley, president of the Walworth Co. of 
Boston, Mass., is en route ‘to Honolulu. On his return trip 
he is expected to reach San Francisco about the middle 
of March.. Mr. Coonley will spend a few days in the West 
Coast territory before returning East. 


L. B. Jenks, sales manager of the Chicago office of 
the Pittsburgh Valve & Fittings Co., of Barberton, Ohio, 
has returned to his desk after an extended business and 
pleasure trip to the Pacific Coast. 

Cc. S. Bigelow has recently 
joined the sales force of the 
Capitol Brass Works of De- 
troit, Mich., as representative 
in the Philadelphia territory. 
Mr. Bigelow’s first connection 
with the plumbing and heat- 
ing industry was in 1919 
when he joined the staff of 
the Walworth Co., and, after 
several weeks in the Boston 
and Kewanee plants of the 
firm, represented it in Phila- 
delphia and Southern New 
Jersey. Early in 1926 he 
joined the sales force of the 
Bridgeman Co. of Philadel- 

©. 8S. Bigelow phia, from which firm he came 
to the Capitol Brass Works. 

A. H. Schmit, assistant to the vice president and sales 
manager of the O-E Specialty Mfg. Co., Milwaukee, Wis., 
since 1921, has resigned his post in order to assume his 
new duties as vice president and general manager of the 
Midwest Chemical Corp. 

L. 8S. Rothwell and W. W. Bowers, both well known as 
Salesmen and golfers in the East, plan to sail for Ber- 




















Crown Post Vise 


(PATENTED) 


Can be fastened around any post 
Goes on and off instantly 
Hook the chain around a post 
Drive the wedge 
And You Are Ready 
No Hooks — No Lag Screws —No Bolts 
It is a handy time saving tool 


To Lighten Your Work 


Order one today through 
your local jobber. 


CROWN DIE & TOOL CO. 


2636 NORTH KEELER AVE. 


CHICAGO 
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Quickly Adjusted Test Cover 


The larger illustration 
shows the exterior of cast 
iron bends and straight 
connections of the Central 
Specialty Company. The 
projecting lugs at the top 
of the bend prevent the 
flange from slipping down; 
the horizontal corruga- 
tions permit easy 
cutting. 


The Test Cover is attached, 
as per sketch, when 
shipped from factory. The 
14-in. Stove Bolt Heads fit 
the vertical slots in the 
neck of the bend and 
draws the test 
cover down on the 
rubber washer 
and ground sur- 
face at the top of 
bend, thereby as- 
suring a positive 
seal for testing. 


Fig. H 1054 


Send today for 
complete catalog, 
giving full details 
of this closet bend 
test. 


Central Specialty Co. 


7529 St. Aubin Ave. Detroit, Mich, 








Type C. V. Fig. 2234 — Single Model Vacuum Pumps 


DEPENDABILITY 


is an essential requirement of all apparatus entering 
into the equipment of every worth while project. 


Economy Centrifugal Vacuum Pumps 


embody every requisite of high class equipment. They 
are well motored with ample reserve power. They 
never burn out, conatuenee. shut downs are avoided. 
They are guaranteed for performance and quality. 


Economy Pumping Machinery Co. 
87 N. Curtis St. CHICAGO 
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muda on February 26 for a two weeks’ vacation. Golf is 
the prime reason for the trip, Mr. Rothwell states. 

Richard J. Halloran, 332 West Earlham terrace, Phila- 
delphia, has been appointed factory representative of the 
Dunham Co., Berea, Ohio, water heater manufacturer, 
He will cover eastern Pennsylvania and New Jersey, out- 
side of the metropolitan New York district. 

K. L. Williams has been placed in charge of sales in 
Northeastern Ohio, for the Hoffman Heater Co. of Louis- 
ville, Ky., with headquarters in Erie, Pa., and G. O. Loese] 
has been named his assistant. 

Cc. A. Murdock, manufacturer of dishwashers, has moved 
his offices from 224 East Forty-second street, New York 
City, to 241 West Thirteenth street in the same city. 

J. L. Stulsaft, of New York City, announces that Miss 
Mary S. McClenahan has become his office and sales man- 
ager. Miss McClenahan was for many years connected 
with the F. N. Dubois Co. and the Haff Supply Co. 

Cc. M. Hall who, for the 
| past several years, has been 
branch manager of the Cleve- 
land office of the Black & 
Decker Mfg. Co., Towson, Md., 
has recently been appointed 
assistant automotive sales 
manager, with headquarters 
at Towson. Mr. Hall has a 
very successful record behind 
him and is well fitted for his 
new duties. R. F. Mitten has 
succeeded Mr. Hall as branch 
manager of the Cleveland 
office. 





| 


William Mittlemann, man- 
ager of the New York office of 
Cohoes Rolling Mill Co., 
| Cohoes, N. Y., has just returned from Havana, Cuba, 
| where he spent his vacation. 


| 


Cc. M. Hall 





F. J. Keeler of Los Angeles, Cal., has been appointed a 
| member of the committee on trade relations of the Heat- 
ing and Piping Contractors National Association, it is 


| announced by officers of that organization. 
| 


Samuel Ross recently announced his withdrawal from 
| the firm of Ross & Choyke, Inc., New York City. Mr. Ross, 
after an absence of five years from I. Greenbaum & Sons, 
Inc., has returned to that firm, where he is in charge of 
| the sales department. Mr. Choyke announces that he and 
| Harry Blum will divide the management of Ross & Choyke, 
| Inc. For the present, at least, the name of the concern 
| will not be changed. 


Plumbers Association, who has been ill with a severe at- 


| H. T. Sherriff, executive secretary of the Oregon Master 
| tack of influenza, is on the road to recovery. 


William J. Ryan, who has been for some time covering 
New Jersey and New York State territory for the Thomas 
Maddock’s Sons Co., Trenton, N. J., has been made the 
concern’s representative for New York State and North- 
east Pennsylvania. Mr. Ryan expects to open an office in 
Syracuse after April 1. 

W. F. Albright, proprietor of the Sugar House Plumbing 
Co., of Salt Lake City, Utah, visited Chicago on February 
19, on his return trip from Cleveland, Ohio, where he at- 
tended the funeral of his father. 








Tentative plans are being considered for the construc- 
tion of a county court house at Stamford, Conn., for Fair- 
| field county, to cost $300,000. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








MASTER PLUMBERS’ ASSOCIATIONS’ ELECTIONS 

Following are the results of the elections of officers 
of master plumbers’ associations in various cities: 

Glendale Master Plumbers’ Association, Glendale, Calif.: 
President, Ira E. Goulds; vice president, Guy L. Berry- 
man; secretary-treasurer, Frank H. Pilling; board of di- 
rectors, Ira E. Goulds, Guy L. Berryman, J. Herbert John- 
son, Paul Butterfield, and L. K. Harris. 

Pasadena Master Plumbers’ Association, Pasadena, 
Calif.: President, A. C. Hansen, vice president, Kenneth 
Fraser; secretary, R. N. Batterson. 

Master Plumbers’ Club, Inc., Knoxville, Tenn.: Presi- 
dent, Fred W. Walsh; vice president, S. Boyd Collins; 
secretary-treasurer, J. K. Seale. 

Meadville Master Plumbers’ Association, Meadville, Pa.: 
President, C. P. Nichols; vice president, George H. Bauss- 
man; secretary-treasurer, W. P. Clancy. 

Merchant Plumbers’ Association, San Diego, Calif.: 
President, Erling Rohde; vice president, E. K. Burdette; 
secretary, Fred Wright; treasurer, William Kreiss. 

Plumbing Contractors’ Association of Pittsburgh, Pa.: 
President, V. E. Warren; first vice president, James A. 
McKissock; second vice president, James G. Werner; sec- 
retary, John H. Keane; treasurer, W. A. Fritsch; sergeant- 
at-arms, W. R. Mikesell; directors, M. Snively and John 
H. Clark. 





ILLINOIS CHAPTER HEARS ABOUT A. S. H. V. E. 
LABORATORY 

Eighty-five members of the 
Illinois chapter of the Ameri- 
ean Society of Heating and 
Ventilating Engineers gath- 
ered in Chicago on February 
14 to hear F. C. Houghten 
director of the A. S. H. V. E. 
laboratory, tell about the 
work of that organization. 
His address was illustrated 
by stereopticon slides. 





The laboratory of the Ameri- 
can Society of Heating and 
Ventilating Engineers is a 
unique institution. It is the 
only organization of that kind 
maintained by an association. 
It is supported strictly for 
Scientific research in heating and ventilating, does no com- 
mercial testing of any kind, and has no means of support 
other than the donations and fees of its members. 

But the laboratory costs money to maintain. It pays 
Salaries alone amounting to more than $26,000 per year. 
It needs more money to carry out the highly important 
work that is planned. The published data of the society 
shows the enormous benefit the research work has been 
in the past. How to get the necessary money—that is 


the question. 





R. N. Trane 


At the close of Mr. Houghten’s address, Samuel R. 
Lewis, past president of the national body, whose recent 
article in ‘“‘Domestic Engineering”’ entitled ‘‘Half-Knowl- 
edge is Dangerous in Ventilation,’”’ attracted nation-wide 
attention, chairman of the committee on _ research 
elected at the recent annual meeting, addressed the mem- 
bers. He and fourteen other members of the committee 
on research see it as their duty to maintain the present 
rate of progress in the laboratory and to find the money 
with which to continue the work. The matter of commer- 
cial testing for pay was discussed. While no action was 
taken, it seemed to be the feeling of those who spoke, that 
the laboratory should not undertake testing for manu- 
facturing concerns in which there is a possibility of the 
results being used for commercial purposes, but that tests 
for the purpose of finding fundamental physical facts for 
another association, for instance, would be work which 
the laboratory might reasonably undertake for pay. A 
letter from Perry West advocated that the society do not 
undertake commercial testing for manufacturing concerns. 

Some of the work now planned for the research labora- 
tory is further testing of the physiological effects of tem- 
perature, humidity and air motion, heat transmission 
through building material, infiltration and pipe sizes. 
George B. Nicholls of the Hegeman-Harris Company of 
New York stated that in his opinion the matter of pipe 
sizes was of paramount importance, and called attention 
to the enormous per capita invested in pipes in cities. 

James A. Donnelly of New York was a guest of the 
chapter and brought greetings from the New York chapter. 

Harry M. Hart reported on the annual meeting at St. 
Louis. The Illinois chapter was represented by thirty-one 
members and fifteen guests. 

Reuben N. Trane of the Trane Company, La Crosse, 
Wisconsin, was accepted into membership. 





ANNOUNCE LADIES’ NIGHT DATE 


The annual banquet and ladies’ night of the Master 
Plumbers’ Association of the Oranges, N. J., will be held 
at the Woman’s Club, corner of Prospect and William 
streets, East Orange, on Monday evening, February 28, 
it is announced by Alexander F. Berg, secretary of the 
entertainment committee. 


PORTLAND ASSOCIATION RE-ELECTS OFFICERS 
The annual meeting of the Portland Master Plumbers’ 
Association, Portland, Oregon, was held the first Tuesday 





in February at the regular meeting place in the Worchester 


building. All the officers who served the past year were 
re-elected and received a unanimous vote of confidence 
for the efficient manner in which the affairs of the organi- 
zation had been conducted. 

The official roster is as follows: David L. Williams, 
president; H. H. Colliver, vice president; T. J. Rowe, sec- 
retary; J. R. Widmer, treasurer; H. X. Brown, financial 
secretary. Members of the board of directors, who were 
included in the reappointments, are: H. H. Colliver, chair- 
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man; B. D. Coffey, George W. Kendall, Steve Pollitt, T. J. 
Rowe, J. R. Widmer, Ed. Murphy and Fred W. De Temple. 





SALT LAKE CITY ASSOCIATION RE-ELECTS OFFICERS 
AND DIRECTORS FOR ANOTHER YEAR 

E. G. Harris, veteran Salt Lake City master and a 
member of the board of governors of the Salt Lake Sani- 
tary and Heating Engineers’ Association, was chosen to 
succeed Ralph D. Evans as president of that organiza- 
tion at the annual election held recently. Mr. Harris has 
served as a member of the board practically since the 
organization of the Association in 1923. He is proprietor 
of the Harris Plumbing & Heating Company, 143 East 
Second South street. 

Other officers for the coming year are: P. G. James, 
vice president; Ross Dudley, secretary; J. W. Dudley, 
treasurer. A. H. Higham, Wayne Carbis, and W. C. Grant 
were chosen as new members of the board, who, together 
with Will Rees and Sam Tobin, as holdovers, and Presi- 
dent Harris, as ex-officio member, form the governing 
body. Herman Schrader is sergeant-at-arms. 

The retiring officers, in addition to President Evans, 
are Wayne Carbis, vice president; P. P. Erskine, treas- 
urer; C. J. Dietz, sergeant-at-arms. The former board 
was composed of J. D. McAllister, Parley G. James and 
Messrs. Harris, Tobin, Rees and Evans. The retiring of- 
ficers were given a vote of thanks for their work. 

Joseph Carthey was selected to fill the expiring term 
of Mr. James as a member of the board of trustees, which 
also includes Mr. Rees and Mr. Higham. 

The question of resuming the weekly luncheons was 
discussed and finally left to the board. It has been the 
custom for the association to meet two or three times a 
month at the Commercial Club and be addressed by some 
prominent speaker. The luncheons have met with con- 
siderable favor among the members, and it is expected 
that they will be resumed. 

When Peter P. Erskine retired as treasurer of the Salt 
Lake City Sanitary and Heating Engineers’ Association 
a custom that has existed in that city and state for over a 
quarter of a century came to an end. The custom was to 
elect him treasurer by a unanimous vote. 

Mr. Erskine has been a master for thirty-five years. 
While a journeyman, he was treasurer of Journeymen’s 
Local No. 19 for six years, being a charter member of that 
organization. He has served sixteen years as treasurer of 
different Salt Lake City associations of master plumbers 
and nine years as treasurer of various Utah State asso- 
ciations. At present he is treasurer of the Utah State 
Association of Sanitary and Heating Engineers. 











From left to right: P. P. Erskine, retiring treasurer; E. G. 

Harris, newly elected president Salt Lake City Sanitary and 

Heating Engineers Association; Ralph D. Evans, retiring 
president 
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After taking an active part in the trade for forty-five 
years, Mr. Erskine says it is time to let someone else 
handle the money. He continues as an active member and 
master and has the best wishes of the Utah plumbing 
and heating fraternity for many more years of health 
and prosperity. 





NORFOLK MASTERS HEAR HENRY B. GOMBERS 


A luncheon was given in honor of Henry B. Gombers, 
secretary, and Joseph Fitts, assistant secretary, both of the 
Heating and Piping Contractors National Association, at 
the Club Room, Norfolk Portsmouth Chamber of Com- 
merce, on Monday, February 14. Mr. Gombers spoke on 
certified heating to an audience made up of plumbing and 
heating contractors, most of them members of the Mas- 
ter Plumbers and Heating Association of Norfolk, Va. 


Women’s eA uxiliaries 


New Jersey State Auxiliary Board to Meet 
A meeting of the board of directors of the Ladies’ 
Auxiliary of the Master Plumbers’ Association of the State 
of New Jersey will be held at Hildebrecht’s, Trenton, 
N. J., on March 15, Mrs. Charles Zimmerman, state presi- 
dent, announces. The ladies plan to have luncheon at the 
restaurant, holding the business meeting in the afternoon. 


San Francisco Auxiliary Honors Retiring President 

The Ladies’ Auxiliary of the San 
Francisco Master Plumbers’ Asso- 
ciation tendered a delightful din- 
ner-dance to their retiring presi- 
dent, Mrs. J. McLeod, at the Hotel 
Whitcomb, Saturday evening, Feb- 
ruary 5. ‘The affair was attended 
by about twenty couples, and was 
followed by whist playing on the 
mezzanine floor. High scores went 
to Mrs. Carl Seipp, 123, and Mrs. 
Lena Sands, 119. A feature of 
the evening was the presentation 
to Mrs. McLeod of a half dozen 
beautiful bouillon cups. 

Flint Auxiliary Elects Officers 

for 1927 

The election of officers for the 
coming year was held by the Wo- 
men’s Auxiliary of Flint, Mich., 
last month at the home of Mrs. 
Herman Cohen. The officers 
chosen are as follows: Mrs. William Ames, president; 
Mrs. A. P. Engelhart, vice president; Miss Aldrude Shaw, 
recording secretary; Mrs. Herman Cohen, treasurer, and 


Mrs. Joseph Miller, corresponding secretary, 

Plans are being formulated for the entertainment of 
the ladies at the convention of the Michigan State Asso- 
ciation of Plumbing and Heating Dealers which is to be 
held in Flint, March 29 and 30. A large attendance of 
ladies from other parts of the state is hoped for by the 
Flint auxiliary. 





——_—_—_—_—— 


Mrs. J. McLeod 


Detroit Officers Help Organize Kalamazoo Auxiliary 

On February 2, the Kalamazoo (Mich.) Association of 
Master Plumbers arranged a meeting for the purpose of 
organizing a woman’s auxiliary. At the request of the 
Kalamazoo association a delegation comprising Mrs. 
Minerva M. Snyder, president, Mrs, Margaret Mesnard, 
treasurer, and Mrs. Hazel Nawrot, recording secretary, 
was sent from the Detroit Women’s Auxiliary. The ladies 
were invited by the master plumbers of Kalamazoo to an 
elaborate turkey dinner at the Hotel Columbia. Owing 
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to the illness of Mr. Rooney, president of the Kalamazoo 
association, the address of welcome was given by J. C. 
Wall, Jr. Mrs. Snyder, president of the Detroit auxiliary, 
responded, and Mrs. Mesnard gave a short talk outlining 
the object of women’s auxiliaries. W. A. Johnson, secre- 
tary-treasurer of the state association, gave an interesting 
talk, after which the master plumbers retired to their 
regular meeting. Mrs. Snyder acted as chairman of the 
ladies’ meeting, and after a constitution had been adopted, 
the following officers were chosen for the Kalamazoo 
auxiliary: Mrs. J. C. Wall, Jr., president; Mrs. H. John- 
son, vice president; Mrs. Schurr, secretary, and Mrs. 
Schoolmaster, treasurer. 
East Side Women’s Auxiliary Holds Meeting 

The meeting of the East Side Women’s Auxiliary was 
held Friday, February 11, at the Belleville House, Belle- 
ville, Ill. Suggestions were made on the subject of rais- 
ing funds for the scholarship fund, but no definite action 
was taken, as a number of members were absent. After 
the business meeting, cards and lotto were enjoyed and 
refreshments served. 


North Shore Auxiliary Elects Officers 
The Woman’s Auxiliary to the North Shore Sanitary 
Engineer’s Association, comprising members from Evan- 
ston, Wilmette, Kenilworth, Winnetka and Glencoe, III., re- 
cently elected officers for the ensuing year. The officers 
for 1927 will be as follows: President, Mrs. George Wood; 
vice president, Mrs. Fred Flader; secretary, Mrs. Vic. J. 
Killian; treasurer, Mrs. John Moore. Mesdames Gregg, 
McKenna and Kyle were chosen as members of the visit- 
ing committee. 
Denver Auxiliary Has Valentine Party 
The Women’s Auxiliary to the Master Plumbers’ Asso- 
ciation of Denver, Colo., held a valentine party on Sat- 
urday evening, February 12, at the home of Mrs. Vincent 
Kandorf, 570 Gilpin street. Mesdames Kiser and Kan- 
dorf acted as hostesses. Whist was played and enjoyed 
by all, after which an appetizing lunch was served. Those 
present were: Messrs. and Mesdames Slattery, Demmer, 
Cooper, Clayton, Brickey, Wm. Hensler, Samson, Becker, 
Lynn, Hubbell, Hanlin, Hurley, Rand, Bordeau, Kiser, 
Kandorf. High scores were held by Mrs. Hurley, Mr. 
Brickey, Mrs. Cooper, Mr. Bordeau and Mrs. Hubbell. 
York Auxiliary Holds Card Party 
Mrs. C. E. Brown, 2043 West Market street, York, Pa., 
was hostess to the members of the Ladies’ Auxiliary to 
the Master Plumbers’ Association of that city at a re- 
cent meeting. At the business meeting, Mrs. James Sim- 
mons, president, presided. High scores for cards were 
held by Mesdames E. A. Wise, John Picking, Frank Behler 
and A. M. Bare. Those present were: Mesdames Frank 
Behler, A. M. Bare, C. W. Brown, Roy Hoffman, H. E. 
Kottcamp, M. C. Lanius, N. R. Lindemuth, George Pick- 
ing, John Picking, James Simmons, Philip H. Smith, EB. A. 
Wise, Miss Beatrice Snyder and Miss Margaret Snyder. 
Officers of the York auxiliary are: Mrs. James Sim- 
mons, president; Mrs. Harvey E. Weigel, vice president; 
Mrs. Philip H. Smith, secretary, and Mrs. M. C. Lanius, 
treasurer. 
Miami, Fla., Auxiliary Elects Officers 
The Women’s Auxiliary of the Miami, Fla., Plumbing & 
Heating Dealers’ Association recently held its annual 
election of officers, at which time the following officers 
Were chosen: President, Mrs. R. E. Martin; vice presi- 
dent, Mrs. J. E. Struebing; treasurer, Mrs. G. W. Fisher; 
secretary, Mrs. F. P. Moss, and corresponding secretary, 
Mrs. A. T. Engebretson. An enjoyable social hour was 
spent after the business meeting, and luncheon was served 
by Mrs. Martin, the new president, and Mrs. Moss, the 
newly elected secretary. 
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IT’S DIFFERENT! 


It’s ‘the LAST WORD” in SWINGING SPOUT 
LAUNDRY-TRAY FAUCETS 


¥-inch “Ground Joint” Brass Unions— Heavy pattern 
—special designed clamps, adjustable vertically and 
horizontally. Clamping bolts, brass. Clamps attached 
to the extended body, below swinging spout. Can be 


had with folding spout for 3-part tub. 


Made Right—Priced Right 
WRITE YOUR JOBBER FOR PRICES 


STREET & KENT MFG. COMPANY 


1954-64 Clybourn Ave. Chicago, Il. 


The rigid V-Lock Joint 


Install Built-Well seats for per- 
manency and satisfactory service. 
Made from best selected kiln- 
dried lumber. The patented 
double-dowel V-Lock construc- 
tion gives lang life. 




















Built-Well 
V-Lock Joint 














Made in six styles from plain 
or Quartered oak, in_ golden, 
antique or natural color, imita- 
tion walnut, mahogany, ebony 
and white laquer finish; also gen- 
uine walnut and mahogany. The 
Built-Well finish stands up. Get 
the details from our catalog. 


Built Well My. Co. 


1458 W. Kinzie St. 
Chicago, III. 








Sectional view of 
joint turned up- 
side down to 
show how dowels 
are inserted from 
bottoms. Mois- 
ture only makes 
them tighter. 
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PIPE FITTINGS NN 


AND 


Trade Mark Trade Mark 


IRON BODY GATE VALVES 





Screwed 
Flanged 
and 


Ends 
0.S. &Y. 


Patterns 
Sizes 
2” to 12” 
inclusive 


Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 











Hot Water 
by 
Electricity 


(semi-automatic) 


Turning a switch starts 
the WESSELS Semi- 
Automatic Electric 
Water Heater. A few 
minutes is all that is 
required to heat suffi- 
cient water for a bath. 


The heater is 


Clean 
Convenient 


Dependable 


This model is equipped 
with clock control 
which shuts off the 
heater when any de- 
sired quantity “4 hot 
water is produced. 
This is the most efficient . 
model. ‘‘Just enough” water 
is heated for each job. Very 
little is wasted. 


Write today for 
full details. 


Double insulation— air gap DO SONS COL , 


and asbestos keeps hot prac- 
tically all the water heated. DETROIT :: MICH. 
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APPOINTS CONFERENCE COMMITTEE 

President John C. B. Wouters of the Master Pluimbers’ 
Association of Trenton, N. J., has appointed the following 
members of the conference committee: Harry Greiner, 
chairman, Albert Piper, James L. Bennett, William Dickson 
and John J. Eldracher. On Wednesday evening, February 
16, the members of this association were entertained by 
a demonstration and talk on automatic gas water heaters 
by representatives of the John Wood Manufacturing Co., 
of Conshohocken, Pa. 





NORFOLK ASSOCIATION VOTES T. E. B. FINANCIAL 
SUPPORT 

The Master Plumbers and Heating Association of Nor- 
folk, Va., has gone on record as favoring the new financing 
plan of the National Trade Extension Bureau and voted 
to contribute to the support of the Bureau’s new plans, 
As the year’s budget has already been made, it was de- 
cided to ask each member to donate one dollar a month 
toward the project. These are to be voluntary contribu- 
tions and may be made to the executive manager of the 
association, E. G. Byrd. 





BALTIMORE CITY OFFICIALS MADE HONORARY 

MEMBERS OF MASTER PLUMBERS’ ASSOCIATION 

Milton J. Ruark, chief engineer of the Sewage Division 
of Baltimore City, and John J. Moore, construction engi- 
neer in the same department, were elected honorary mem- 
bers of the Maryland Master Plumbers’ Association at the 
last regular meeting of that organization. 

It was decided to hold the annual election of officers of 
the association at the meeting which will take place 
March 8. 





SOUTH RIVER MASTERS ORGANIZE ACCOUNTING 
CLASS 


An accounting class, with 11 members enrolled, was 
started by the Master Plumbers’ Association of South 
River (N. J.) and Vicinity on Friday evening, February 4. 
The class was organized at a meeting of the association 
at which W. C. De Bold of the National Trade Extension 
Bureau; Walter Grub, president, and A. A. Taaffe, secre- 
tary, of the New Jersey State Master Plumbers’ Associa- 
tion, and Ira Morris, executive secretary of the Newark 


: Master Plumbers’ Association, spoke. Officers of the asso- 


ciation include Thomas Wilburn, president; Edwin A. 
Bauman, vice president; Ernest Smalley, secretary, and 
Frank Armstrong, treasurer. 





MONTCLAIR, BLOOMFIELD, VERONA AND VICINITY 
ASSOCIATION HOLDS LADIES’ NIGHT 


Six hours were devoted on Tuesday evening, February 
15, by the members of the Master Plumbers’ Association 
of Montclair, Bloomfield, Verona and Vicinity to the en- 
tertainment of their ladies. The occasion was the annual 
banquet and ladies’ night of the association, staged at the 
Elks’ Club, Montclair, N. J., and 300 persons, including 
masters, their wives, daughters and friends, and repre- 
sentatives of the supply trade, sat down to the excellent 
dinner in the banquet rooms of the club. The entertain- 
ment committee, made up of Harry E. Burnet, Charles J. 
Samuel, Walter M. Galloway, Henry J. Williamson and 
Alfred J. Hoffman, deserved the praise received for an 
enjoyable evening. 

Henry J. Williamson, association president, gave a brief 
talk in which he lauded the committee for the work it had 
done, anid then turned the meeting over to Alfred J. Hoff- 
man, toastmaster. Mr. Hoffman, with a few well chosen 


| Words, introduced, successively, Charles J. Samuel, Rev- 
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erend Willard G. Purdy, State President Walter A. Grub, 
Samuel F. Wilson, national director and past national 
president; Mrs. Charles Zimmerman, president of the New 
Jersey state auxiliary; State Organizer Joseph A. Sprouls, 
and A. C. Krieger of the North Hudson association. An- 
other interesting talk was one made by Mrs. Charles Sam- 
uel, who presented President Williamson with a token to 
show the association’s appreciation for his good services. 

Guests then left the hall for another room upstairs 
where Phil Cook entertained with songs and patter. Then, 
as the floor had been cleared, the dulcet strains of the 


orchestra called guests downstairs again for dancing. 





NORTH SHORE MASTERS ENTERTAIN N. Y. STATE 
OFFICERS 

Members of the Master Plumbers’ Association of the 
North Shore, Suffolk county, N. Y., had several officials of 
the New York State Association of Master Plumbers as 
their guests at the association’s regular meeting, held 
Thursday evening, February 5. Among the state officers 
who were present, and who made short talks, were Presi- 
dent Stephen H. Welch, Secretary S. G. Arnone, and Zone 
Delegate John Rogers. Fred Robinson, past president of 
the Queens Branch Association of Master Plumbers of the 


City of New York, was also present. 





BUFFALO MASTER PLUMBERS’ ASSOCIATION ELECTS 
OFFICERS 

Officers of the Master Plumbers’ Association of Buffalo, 
N. Y., were elected at the annual meeting of that organi- 
zation, which was held in the Jackson building on Febru- 
ary 14. Sixty members were present for the meeting and 
the dinner which preceded it. The officers elected are: 
Carl L. Johndahl, president; Henry J. Ritter, vice presi- 
dent; Frank Clucas, secretary; William Dechert, treas- 
urer; Christ. Brenner, George H. Drake and Christ. J. 
Rasp, directors. The newly elected officials were installed 
by Past President George W. Frank. 

Pollution of streams and the sale of gas water heaters 
were subjects for discussion. There was also a debate on 
the question of levying a per capita tax to be used for 
advertising purposes. Manager Fred Fleishauer reported 
on the work at the recent conference of presidents and 


secretaries at Evansville, Ind. 





Top picture, from left to right: W. W. Hughes, 0. P. Bahne- 
man and Leon C. Hanson, all of Minneapolis. Bottom picture: 
J. D. Keefe, William Bayley and W. F. Chapman, all of Min- 
neapolis, at the recent convention of the Nebraska Retail 
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Our 
Catalog 


SOLD SUCCESSFULLY 
EVERY WHERE— 









Plumbers find this a splendid item to carry be- 
cause of the demand for such a device to be used 
in cases where fixtures are being installed on both 
sides of a fixture. This item 
is just one from a large line. 


Write for catalog. 





R. ESTABROOK’S SONS 


204 First Street, So. Boston, Mass. 




















Plumbers’ Association, in Omaha 








UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 
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PNEUMATIC—STORAGE—SPECIAL 


Black or Galvanized 
The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 


HERE a comparatively small a- 
mount of water is required (not ex- 
ceeding 150 gallons per hour) the Deming 
Deep Well Pump, illustrated at the left, 
is an unusvf4lly efficient pumping unit. 
To insure quiet operation, the motor is 
direct connected to the working 

head by means of a worm gear 

drive. Forcomplete information 

about this and many other types 

of Deming Pumps and Complete 
WaterSystemssend forCatalogG. 

THE DEMING COMPANY 

Established 1880 Salem, Ohio 


HAND AND POWER PUMPS 


RADIATOR HANGER 


The good word is spreading. Every woman 
appreciates legless radiators because there's 
nothing to interfere with mop or sweeper. 
Clear floors are easy to clean! 

E-Z Hangers require only one bolt per hanger- 
They are adjustable both laterally and verti~ 
cally. Anchor boit does not require accurate 
placing. Adapted to any wall, any legless 
radiator. Use these better hangers. 


HEALY-RUFF COMPANY 
770 Hampden Ave., St. Paul, Minn. 


erry Se ee ee 





Bocsig Laas Pa ee ee ee 


Srna 


ASIN WU eB BEE 
eee eae —— 


Se es eT 


—— — 


| 
| 
| 


i Se ee 


a 


Sint Bie rao 


a 














——— ee 





— ey ee 





AUTOMATIC DAMPERP.~ = 
and Heat Regulator 


a Perfect Safety Device 
Overheating the chimney is impossi- 
ble with this remarkable device. It 
eliminates the fire hazard. 

A great percentage of coal, lost be- 

cause of inferior damper control, is 

saved by the Stevens. 

These and 7 other important 

features warrant your inter- 
est in the Stevens as a 
















Distributed by 
The Stevens Specialty Co. of N. Y. 
26 Cortlandt Sa New Youu, N.Y: 














Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


v MSDONNELL & MILLER 
WRIGLEY BUILDING, CHICAGO 





Eastern Warehouse Stock, Bush Terminal, N.Y, ( | 
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Haas 


Flash Valves for use in combina with 
all styles of bowls for ye ada 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or clase of 

Frost Proof Ca Closets, D Dien Gan 

Pr @ 
Philip Haas Co., Dayton, O. 














Armstrong Bros. 


PIPE CUTTERS 
and Cutter Wheels 


Write for free 
catalog 









All Kinds- 
All Sizes 

Equipped with Armstrong 

Bros. Improved Knife Blade 


Cutter Wheels made from 
ALLOY TOOL STEEL 


ARMSTRONG BROS. TOOL CO. 





323 N. Francisco Ave. - Chicago, U.S.A. 
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M. P. A. OF BALTIMORE CITY, INC., CELEBRATES 
TWELFTH ANNIVERSARY 


A banquet and dance was held February 15 by the Mas.- 
ter Plumbers’ Association of Baltimore City, Incorporated, 
to celebrate the twelfth anniversary of the founding of 
the organization. The affair was held at Community Hall. 

More than 250 persons were present. Besides the mem- 
bers of the association and their families were a number 
of invited guests, including a committee from the Mary- 
land Master Plumbers’ Association, and representatives of 
many supply houses. 

The entire time was devoted to funmaking, over which 
Max Kloze presided, as toastmaster. After the banquet 
the floor was cleared and dancing began to the accom- 
paniment of an orchestra. 

The presence of Francis C. Dorsey, president of the 
Maryland Master Plumbers’ Association, August V. Eid- 
mann and other members of that association was regarded 
as a gesture of friendship in accordance with the policy 
recently adopted by both organizations of master plumb- 
ers. This policy is intended to bring them into closer co- 
operation in all respects, as it is felt that their interests 
and needs are mutual. 

Mr. Dorsey and Mr. Eidmann made brief talks in which 
they stressed the spirit of good fellowship which prevails 
between the two organizations. 

Officers of the Master Plumbers’ Association of Balti- 
more City, Incorporated, who were present include Samuel 
Sweren, president; Samuel L. Baltimore, vice-president: 
John Horwitz, treasurer; and Benjamin L. Roll, secretary. 
The committee in charge of the affair, which was rated 
the most successful in the history of the organization, 
were Isaac Roll, chairman; Sol Goldman, assistant chair- 
man, and Benjamin Roll, the son of Isaac Roll, secretary. 





CLIFTON ASSOCIATION AND AUXILIARY ELECTS 
NEW OFFICERS 

The installation of new officers for both men and 
women’s associations was the magnet that drew members 
of the Clifton, N. J., Master Plumbers’ Association and its 
auxiliary to Arcola, N. J., Saturday evening, February 12, 
where the annual ladies’ night of the association was 
staged at the country club. Of course, the officers were 
installed and the proprieties observed, but this proved to 
be only a small part of the evening’s gaiety, the large 
crowd staying until late and enjoying every minute. 

Walter Grub of Newark, president of the New Jersey 
State Association of Master Plumbers, was among the 
dignitaries present, as were Ira Morris, executive secre- 
tary at Newark, A. C. Krieger and W. T. J. Orriss of the 
North Hudson association, Joseph Whalley, plumbing in- 
spector of Passaic, George Van Varick, inspector at Clif- 
ton, and John Campbell, the dean of inspectors of Pater- 
son. 

Joseph Sprouls was the presiding officer and installed 
L. Wiegele, the president, and his aides. David Steeland 
was elected vice president; H. Obenauf, secretary-treas- 
urer; L. Hooyman, sergeant-at-arms. The trustees elected 
were J. Schmidt, A. Hoefflinger and P. Tizianni. Mrs. 
Charles Zimmerman of North Hudson, president of the 
state auxiliary, presided at the auxiliary meeting, which 
elected Mrs. T. Wasnieuski as president. Mrs. A. Smith 
was installed as vice president, Mrs. L. Weigele as secre- 
tary, Mrs. C. Hooyman as treasurer and Mrs. P. Tizianni 
as sergeant-at-arms. The new trustees include Mesdames 
A. White, L. Hooyman and §. S. Salko. 


There was plenty of entertainment by well known fun- 
makers, including a magician and an orchestra, also danc- 
ing. Timothy Lyon, of the department of health, Clifton, 
acted as master of ceremonies. 
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NATIONAL TRADE EXTENSION BUREAU ANNOUNCES 
FIELD MEN ITINERARIES 


Itineraries of the field men of the National Trade Ex- 
tension Bureau for the month of March have been an- 
nounced as follows: 

W. G. Archer: March 8, Lafayette, Ind.; March 10, East 
Chicago, Ind.; March 11, Gary, Ind.; March 14, Toledo, 
Ohio; March 15, Lorain, Ohio; March 16, Elyria, Ohio; 
March 17, Erie, Pa.; March 18, Warren, Pa.; March 21, 
Clearfield, Pa.; March 22, Williamsport, Pa.; March 23, 
Shamokin, Pa.; March 24, Bloomsburg, Pa.; March 25, 
Berwick, Pa.; March 28, open; March 29, Port Chester, 
N. Y., and New York City. 

W. C. De Bold: March 14-16, Wichita, Kansas; March 
21-23, St. Joseph, Mo. 

B. Jos. O’Donnell: March 1, E. Liverpool, Ohio; March 
2-3, Steubenville, Ohio; March 4-5, Zanesville, Ohio; 
March 7-8, Newark, Ohio; March 9-10, Chillicothe, Ohio; 
March 11-12, Piqua, Ohio; March 14, Hamilton, Ohio; 
March 15-16, Indianapolis, Ind.; March 18-23, Akron, 
Ohio; March 24-29, Canton, Ohio; March 30-April 1, Dover 
and New Philadelphia, Ohio. 





Top picture: Mrs. and Mr. Dan Whitney, Omaha. Lower pic- 

ture: Mr. and Mrs. Roy O’Brien, 0. R. Newberg, all of Lincoln, 

at the recent convention of the Nebraska Retail Plumbers’ 
Association, in Omaha 


MASTERS AND JOURNEYMEN HOLD JOINT PARTY 
AT SALT LAKE CITY 


A thoroughly enjoyable evening was spent by members 
of the Salt Lake Sanitary and Heating Engineers’ Asso- 
ciation and Local No. 19 on February 10 at the D. A. V. 
Hall, Salt Lake City. Promptly at nine o’clock the mas- 
ters and journeymen and their ladies began to arrive and 
a few minutes later the dance was in full progress. Sixty 
couples were soon present. 

After two hours of dancing a buffet supper was served. 
Talks were made by E. G. Harris, president of the Sanitary 
and Heating Engineers, and Lawrence Scarlet, head of the 
journeymen’s organization. Much credit was given to 
those in charge of the affair. 

The joint committee to whom the members of the two 
organizations are indebted for a very pleasant evening 
was composed of Will Rees, W. C. Grant, Joseph Carthey, 
Nephi Stewart, J. Spiers and Marshall Erickson. 
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Automatic 
Water = 
Softener 
and —— 
Scale — —— resi i aeamuaed 
Remover 8544 


Fig. 118 


No. 5—%{-inch Compound Injector. Patented 
in U. S., Canada and Foreign Countries. 


DEHN’S Water Softener eliminates 
trouble from lime and other encrusting 
minerals in heater coils, and water 
backs. It’s automatic and will prove its 
efficiency on every type of installation. 
The price is right to allow a good profit. 


Write for full details. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D No. Laramie Ave. Chicago, Illinois 
Originators, designers and sole manufacturers of 
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THE QUALITY GOODS| pj THE QUALITY GOODS 


Have you 
a copy 
of this 
Book? 


It tells about 
one of the 


Biggest Improvements Ever Made 
in Shower Baths 


At last! A shower mixer that will keep the temperature of the 
water where the bather wants it regardless of pressure changes or 
dead ends of hot water line. 

No more dodging unexpected “‘shots’’ of cold or scalding hot 
water! No more steamed up shower rooms! No more extrav- 
agant waste of water while bather tries to get shower at right 
temperature! 

Thousands of Powers Mixers now in use. Demand is increasing 
by leaps and bounds. Our 20-page book shows how and why. 
Sent free on request. 


THE POWERS REGULATOR CO., 
2716 Greenview Ave., Chicago. 


Please send me, without obligation, your free book on shower mixers and 
oblige. 
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if ipee forged brass tail 
nut, a feature of 
Commonwealth Lavigne 
Radiator Valves, makes 
these valves easier and 
more economical for the 
steamfitter to install. 





Bill you 
See DLE LLL | Jobbe ry 
Can 
Supply 
You 





HOT WATER 


in abundance 


A 
WILKS 
Fuel BOILER 


with little attention or fuel, either 

ard or soft, is unequalled for 
furnishing a constant supply of hot 
water for Residences, Apartment Build- 
ings, Hotels, Hospitals, Barber Shops, 
Schools, etc., and is the most economi- 
cal heater for Residences, Green 
Houses, Garages, Brooder Houses and 
other smaller buildings. Capacities 
from 40 to 1,400 gallons per hourand for 
heating from 200 to 1,200 square feet. 


ILK 


WATER HEATERS 


AUTOMATIC FEED and TROUBLE PROOF 


Write for catalog, water heaters, garbage 
burners, garage heaters, steel tanks, etc. 


S. WILKS MFG. CO. *“tss7** 
3521 Shields Ave. - - - CHICAGO 
E. W. SEDGWICK, Pres. H. M. SEDGWICK, Secy. & Treas. 

















NGINEERING February 26, 1927 
SPRINGFIELD, MASS., MASTERS HOLD AFTERNOON 
AND EVENING MEETINGS 

A meeting of the Master Plumbers’ Association of 
Springfield and Vicinity was held at the Highland Hotel, 
Springfield, Mass., on the evening of February 7. In addi- 
tion to members of the local association, Wallace T. Wor. 
dell, state president, was present. 

Joseph Singleton, president of the Springfield associa- 
tion, presided and gave a short talk on the condition and 
operation of the association since its incorporation. He 
pointed out that the regular monthly meetings have been 
well attended and the discussions which have taken place 
have been most instructive and interesting. He spoke 
very highly of the officers of the association, who have at 
all times worked for the interest of the members. 

The resignation of Secretary William Sacks was read 
and accepted and a vote of thanks extended him for his 
work during his two years’ term of office. Nelson A. Bliss 
of Springfield was appointed acting secretary to fill the 
unexpired term of Mr. Sacks. 

State President Wordell gave a very interesting talk 
and told of the work being done by the state association 
in the interest of the plumbing industry. 

Immediately following President Wordell’s message the 
meeting was opened for a general discussion of business 
conditions. It was announced that the annual dinner and 
dance of the organization will be held on March 14. 

On the afternoon of February 7 a conference was held 
between a committee of the Springfield association and 
representatives of the wholesale plumbing supply dealers 
in that vicinity. Guests were present from Holyoke, 
Northampton and Greenfield and all who attended enjoyed 
a very pleasant afternoon. 

Joseph Singleton, president of the association, presided 
and outlined in a brief talk the condition of the plumbing 
business in that locality. Wallace T. Wordell, state presi- 
dent, gave a very instructive talk on apprenticeship, bet- 
ter business and the state laws governing plumbing. 

After discussion of business in general, credits, adver- 
tising displays and retail merchant plumbing, all present 
felt well repaid for attending the conference. 





NASSAU COUNTY ASSOCIATION HOLDS FIRST 
PUBLIC MEETING 

The newly organized Master Plumbers’ Association of 
South Shore, Nassau county, N. Y., held its first public 
affair Saturday evening, February 5, with dignitaries of 
the state master plumbers’ association, supply men, and 
salesmen among those present. James B. Loughran, who 
was recently elected president of the association, stated 
that the organization now numbers 42 members, all in the 
southern part of Nassau county, which lies on Long Island. 
It was organized with the aid of John Rogers of Queens, 
zone delegate. 

Among the speakers at the dinner were Stephen H. 
Welch of the Bronx, state president; Mr. Rogers, and local 
officers. Leaders of the association include Mr. Loughran, 
Vice President Charles Fritz, Secretary Randolph H. Tay- 
lor and Treasurer William W. Metcalf. James G. Harper 
is chairman of the advisory board. 





MASTER PLUMBER REELECTED HEAD OF CANADIAN 
BUILDERS ORGANIZATION 

R. E. Fitzgerald, plumbing contractor, was recently re- 
elected president of the St. John, N. B., branch of the 
Builders’ and Contractors’ Association of Canada. Mr. 
Fitzgerald has been a plumbing and heating contractor in 
St. John for about seventeen years. His father, J. E. Fitz- 
gerald, was also a plumbing and heating contractor in St. 
John for some years but retired from business some time 


ago. 
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T his &9 That, Here&T here 


The school building at Marcola, Oregon, which was 
destroyed by fire in January, will be rebuilt. 

Architects Wogan & Bernard, of Baton Rouge, La., have 
announced that bids will be accepted up to 2:30 p. m, 
March 2, for the construction of a 3-story reinforced con- 
crete and brick combined armory, auditorium and gym- 
nasium building at Baton Rouge for the Louisiana State 
University to cost approximately $350,000. The building 
will house the military department of the university on the 
ground floor. A drill room, barracks, classrooms, and mili- 
tary offices will be grouped there. Dressing rooms will be on 
the third floor, and locker space for 1,000 is also to be 
provided for. Shower baths, training rooms, meeting 
rooms and a dancing hall for women are some of the 
other features included. 

Pumpford & Pope, 413 Haywood road, Asheville, N. C., 
have been awarded the heating and plumbing contracts on 
the Johnson school and auditorium at Asheville, N. C. 

Wm. Hunt & Son, 1127 S. Grand avenue, St. Louis, 
Mo., have been awarded the plumbing contract on the 
Immanuel Methodist church under construction. 

The Boston & Maine Railroad is planning to erect on 
Rutherford avenue, in the Charlestown district of Boston, 
a modern fruit auction terminal at a cost of approximately 
$350,000. The plans call for a fireproof structure 600 ft. 
long and 90 ft. wide. 

Among the building prospects for 1927 at New Bedford, 
Mass., are three contemplated church extensions, includ- 
ing the erection of two entirely new church buildings, 
those for the Trinitarian Congregational Church, and a 
proposed new building for the North Christian Church. 
A third prospective church extension is that for the North 
Baptist Church on County street, for which sketch plans 
have been prepared by Francis T. Hammond of New 


Bedford. 














Booth of the St. Petersburg, Fla., Master Plumbers’ and Heat- 
ing Dealers’ Association at a recent fair 


Frank Ginsburg has been awarded the plumbing con- 
tract for the business building to be erected at 70 Hart- 
ford avenue, New Britain, Conn., for A. Duryea. 

Richards & Jessup of Summer street, Stamford, Conn., 
have been awarded both the heating and plumbing con- 
tracts on the new school on Strawberry Hill, that city. 

Ingalls & Kendricken, Inc., 14 Chardon street, Boston, 
Mass., have been awarded the contract for the heating and 
ventilating of the new plant for the Standard Storage Co., 
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Every shell 
makes its own hole 


For fastening hangers to concrete 
Ceilings, there is nothing better than 
Fhillips Self-Drilling Expansion Shells. 
Cnce installed, they cannot pull out or 
work loose. Made in all sizes. 

Write for details. 


PHILLIPS DRILL COMPANY 
1537 CORTLAND ST. CHICAGO, ILL. 


AGEL - DRILLINGA: 
EXPANSION SHELLS 
































A Superior 
Roof Flashing 


OVERTON 


OVERTON flashings are 
endorsed by plumbing 
inspectors everywhere 
because they are air-and- 
water tight. They fit any 
angle roof from flat to 
half-pitch. 


BUTLER MANUFACTURING COMPANY 
| MINNEAPOLIS t: 8: MINNESOTA 















Knott “ATLAS” 





This seat is especially 
made for those who wish 
a Plain Ring seat and 
heavy bar hinge. 

Every Knott seat is 
fully guaranteed. Every 
Knott ATLAS seat is finished with a special 
varnish which withstands hard treatment. It’s 
ammonia and acid proof. 

Write today for catalog which shows our complete line. 


KNOTT MFG. CO., Tell City, Ind. 


TOILET SEATS | 





Seat No. 1—Hinge No. 70 























Boston. That firm has also been awarded contracts for 


Thirty Years’ 
Experience COUNTS 


That’s why Dart Unions 


—have bronze to bronze seats. 
—don’t need packing. 


—are non-corrosive and 
leak proof. 


—are sold on an un- 
conditional guaran- 
tee basis. 





Dart T Union 
on the Outlet 


E.M.DART MANUFACTURING CO. 
Providence, Rhode Island 
The.a:. anks Company, Sales Agents 
/ Canadian Fe tory: Dart Union Limited, Toronto 
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TANK BALLS 


are made right, from the finest 
quality white rubber stock, 
with a reinforced top and soft 
bottom. Six sizes—?2 inch to 3 
inch. 


Packed in a special container 
which positively prevents soil- 
ing or denting. 


- Order from your jobber 


Lavelle Rubber Company 


320 W. Illinois St. Chicago, Ill. 
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ECONOMY 


Connected Waste and 
Overflow with Trap 













Some Special Features: 

Deep water seal. 
Roughs in line. 
Will line up straight on any tub. 
No. 20 B & S gauge tubing. 
All cast brass trimmings, 

nickel plated. 
This fixture is reasonable in 
price and you cannot secure 
a better one no matter how 


much more you pay for it 








Manufactured by 


DEARBORN BRASS Co. 
CEDAR RAPIDS 33 IOWA 
Sold to the jobber only 
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similar work in the new Boston & Maine Railroad build- 
ings. 

The Merrill Co., 98 Granite street, South Boston, Mass., 
has been awarded the contracts for the heating and venti- 
lating of the College of Business Administration for Har- 
vard University and also for the new Northfield schools at 
Northfield, Mass. 

P. W. Donoghue Co., 170 Purchase street, Boston, Mass., 
has been awarded the plumbing contract on the new fac- 
tory of W. F. Schrafft & Sons Corp., in Charlestown, Mass, 

H. E. Whitten Co., 9 Federal court, Boston, Mass., will 
do the heating, and William B. Johnson & Sons Co., 52 
Wareham street, Boston, the plumbing in the new school- 
house to be built by the town of Medfield, Mass. 


Frank E. Cassidy, 60 Broadway, Cambridge, Mass., will 
install the heating in the public garage for M. W. Quinlan 
on Boylston street, Brookline, Mass. 

A. Burlingame Co., of Worcester and Boston, Mass., has 
the contract for the heating, and Edward E. Viner ot 
Worcester, Mass., the contract for the plumbing in the 
Memorial Town Hall to be built by the town of Spencer, 
Mass. 

Price & Welker, 707 Canal Road, Cleveland, Ohio, have 
incorporated their heating business under the name of the 
Price & Welker Co. R. J. Mayer, formerly of Mayer & 
Valentine of Cleveland, is now associated with this com- 


pany. 








Mr. and Mrs. John Cooper of Oakland, Calif., and Al. Pohlson 
of Oakland, at a recent outing given by the Washington Iron 
Works of Los Angeles, Calif. 


'R. D. Cashatt, 314 Dalziel building, Oakland, Calif., 
will erect a four-story concrete apartment building at the 


| corner of Claremont and Clarke street, to cost $100,000. 


Architect D. M. Crooks, Thayer building, has completed 
the plans. 

Architect Albert H. Larsen, 582 Market street, San 
Francisco, has prepared plans for the six-story and base- 
ment, steel frame and brick apartment house that is to go 
up on the northwest corner of Scott and Grove streets. 

Heating contract for the $850,000 addition to St. Mary’s 
Hospital, San Francisco, went to O’Mara & Stewart at ap- 
proximately $78,000. The plumbing work was secured 
by Wm. F. Wilson Co. at a figure of about $70,000. 


Leo J. Devlin, Pacific building, San Francisco, is pre- 
paring plans for the $250,000 hospital to be erected at 
Van Hess avenue and Filbert street for the St. Elizabeth 
Infant Hospital. 

Plans are under way by Frederick H. Meyer, 742 Market 
street, San Francisco, for a three-story, reinforced concrete 
hotel and theater building at Pittsburg, Calif., to cost 
$150,000. 

Plans will be prepared by A. W. Smith, American Bank 
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building, Oakland, Calif., to cover work on an immense 
creamery plant for the Mutual Creamery Co. The plant 
will occupy a five-acre tract on 14th street, between 57th 
and 58th avenues, and will be a two-story brick construc- 
tion, faced with white brick and will cost $400,000. 

Joseph Grimes, 245 California street, San Mateo, Calif., 
has secured the plumbing contract on the new Masonic 
lodge building for Howard avenue and Park Road, Bur- 
lingame. This will be a two-story and basement concrete 
and steel building and will cost about $110,000. 

The board of education of Lockland, a suburb of Cin- 
cinnati, will take bids on an addition to the high school 
pbuilding in that city, including bids for heating and ven- 
tilating. 

The Eastern Kentucky State Normal School, Bowling 
Green, Ky., will soon take both lump and separate bids on 
anew administration building to be erected on the campus 
of that school. C. C. and E. A. Weber of Cincinnati are 
the architects. 

Kirk & Blum have secured the ventilating contract, and 
the Thomas J. Neihaus Co. the plumbing contract on the 
new field house and gymnasium to be erected at a cost of 
$350,000 by St. Xavier’s College in Cincinnati. Both con- 
cerns are located in that city. 

The Claremont Building Corporation will build a 
$150,000 store and apartment building in Evansville, Ind. 

H. E. Whitten Co., 9 Federal street, Boston, has the 
heating contract, and James H, Green, of Arlington, Mass., 
the plumbing contract, on the addition to the Symmes 
Arlington Hospital in Arlington, Mass., soon to be erected. 

MacLaren & Co., 51 Park avenue, Arlington, Mass,, have 
been awarded the plumbing contract on the residence to be 
erected for Berkeley Wheeler in Concord, Mass. 
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Plans are being made for the construction of a perma- 
nent cavalry camp for the Texas National Guard at Min- 
eral Wells. The camp will consist of 14 kitchens and 
mess halls, 5 showers, and other plumbing fixtures and a 
swimming pool. 

Architects F. J. Woerner & Co., Central National Bank 
building, Dallas, Tex., are preparing plans for Lee R. Ster- 
ling for the construction of a resort hotel to be located in 
the Davis Mountains, at Madera Springs. The building 
will have approximately 200 rooms and will cost $500,000. 

The city of Medford, Mass., is contemplating the erec- 
tion of an addition to its high school, to be built at a cost 
of $1,200,000, equipped, according to figures submitted by 
the architects, Michael A. Dyer Co. of Boston. The project 
has the unanimous endorsement of the school committee of 
the city and is now being considered by the mayor and 
schoolhouse building commission. 

The Boston school committee, at a meeting this week, 
endorsed by a roll-call vote the recommendations of the 
board of apportionment involving the expenditure of 
$2,889,587.07 for the cost of land and erection of school 
buildings. Included in the major items thus provided for 
are a new high school building of thirty rooms in the 
Hyde Park district of Boston, to cost $1,286,000: a new 
twenty-room building in the Roxbury district, to cost 
$470,000; a thirteen-room building in the West Roxbury 
district, to cost $220,000; a four-room unit to complete a 
twelve-room schoolhouse in West Roxbury, to cost 
$226,000; a six-room addition in Dorchester at a cost of 
$150,000; an elementary school building in Jamaica Plain, 
to cost $20,000; an intermediate school building at Brigh- 
ton to cost $50,000; additions and reconstruction at a 
Charlestown schoolhouse to cost $200,000, and various 
other items of lesser amounts. 





Easy to Install 


Easy to Sell 


Sold by Plumbers Everywhere 


reaptjitets 





KAUSTINE SEPTIC TANKS ARE OF 


KNOWN QUALITY AND ESTAB- 
LISHED REPUTATION — = 
That’s why they will get the busi- 


ness for you and show you a more 
generous margin of profit, + - 


VERY home in every unsewered district in 
Weltimesitutiiiiameicac) you an opportunity to 
make a large profit and secure for yourself new 
and satisfied customers if you are equipped to sell 
and install Kaustine Septic Tanks. We are ready 
and eager to equip you to supply this demand. 
Write us about our proposition to you. Ask for 
Pocket Manuel No. 30—it's full of facts and infor- 
mation you need. 
KAUSTINE COMPANY, Inc. 
BUFFALO, N. Y. 


Cunadian Office and Factory at Dundas, Ont. 
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Tank Fittings of Quality 
1856 ‘‘McSHANE’’ 1927 





The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 

















j / 
You can try it out: 

We will leave it to your own 
good judgment. Try the 
Martin Portable Vise Stand and 
Pipe Bender for ten days at our 
expense. 

The Martin is a genuine time 
saver for cutting and threading 
pipe and conduit up to 214 
inches. Bending capacity 
34 inches. It’s compact 
and you can carry it with 
you on the job. 


Let us send you one. If 
you are not satisfied, 
returnit at our expense. 


H. P. MARTIN & SONS 


626 E.2nd St. Owensboro, Ky. 
























RIVERSIDE 


DRUM TRAPS 
Black or Galvanized 


Nickel Plated Covers with fibre gaskets 
furnished if required. 


Several combinations of openings car- 
ried in stock with 114-inch and 2-inch 
openings. 


Write for catalogue 


Riverside Foundry & Galvanizing Co. 
KALAMAZOO, MICH. 














Peters Protection 


| The Peters New Improvei “SURE- 
TITE” combined Foot-Valve and 
Strainer will eliminate pump trouble. 
The poppet seats firmly against a 
rubber disc of the best quality. Pos- 

itive action assurei. Ample water- 
way. Made in four sizes—for *4", 1", 
14", and 114” pipe. 


WRITE FOR FULL DETAILS 


Peters Pump Co. 
KEWANEE, ILLINOIS 


Manufacturers of 


| _ “SURE-TITE” 





Combined Foot -Valve and Strainer 


























Arthur F. Gray of Boston is the architect of a large 
machine shop which is to be erected at Roberts Station, 
Waltham, Mass., by the Judson L. Thomson Manufactur- 
ing Co. . 

The Yoakum County board of commissioners, Plains. 
Tex., has selected the Butler Co. of Borger, as archi- 


tects to draw plans for a new $80,000 county courthouse. 


Elwing & Mulhausen of Harlingen, Tex., are architects 
for Harry Kapneck, who plans the construction of 45 
homes in a division on Harrison street, at a total cost of 
$250,000. 

A committee of the Massachusetts legislature has just 
given its initial hearing to town representatives, commis- 
sioners and other persons interested in or affected by the 
project which is to make a new water supply for the forty 
cities and towns of Metropolitan Boston, by extending the 
water system to the Swift River valley. The delicacy and 
complexity of the task of drowning out forty square miles 
of homestead and farm, mill sites and village centres, and 
at the same time protecting the rights of those whose prop- 
erty is to be wiped off the map, is the problem with which 
the Joint Water Supply Committee is attempting to cope. 

The Board of Education of San Angelo, Tex., has plans 
prepared by Architects Phelps & DeWees, 718 Gunter 
building, San Antonio, for the construction of a two-story 


school building to cost $250,000. 





Top picture, left to right: Mrs. Martin Rielly, Mrs. W. §. 
Hogg. Mrs. J. C. Moss, Mrs. W. P. Hartman, Mrs. George W. 
Blunt, Mrs. S. L. Shelton, all of Youngstown.—Lower picture: 
Mrs. Frank C. Clemens, Dayton; Mrs. D. J. Ahearn, Canton; 
Mrs. A. W. Baum, Canton; Miss Alma Niesen, Cincinnati; Mrs. 
W. F. Kirn, Akron, and Mrs. C. W. Wilson, Youngstown, all 
officers of the Ohio state auxiliary, at Ohio Master Plumbers’ 
recent convention in Youngstown 


A. E. Trimble, 1830 Virginia place, Fort Worth, Tex., 
has been awarded the heating and plumbing contracts on 
the City Recreation building in that city. 


Quite a number of the churches of Texas are planning 
to build new homes during the coming summer or make 
additions and improvements. Among those recently an- 
nouncing plans for such work are: Methodist Church of 
Alice, new church to cost $50,000; Baptist Church of 
Edinburgh, new church to cost $35,000; Seventh and 
James street Baptist Church of Waco, new church to cost 
$200,000; and Second Christian Church of Houston, new 
church to cost $40,000. Plans for these works may be 
obtained by addressing the pastor of each church. 

An appropriation bill is now before the lower house of 
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the Oklahoma state legislature mapping out a building | 
program for various institutions totaling approximately 
$3,240,000, with a possibility that this amount may be 
increased when all building requests are considered, inas- 

much as practically no building has been done during the | 
past two years except repairs and additions needed in an 
emergency. Under the proposed program, the University 
of Oklahoma at Norma would receive $500,000, with an 
additional $200,000 for a shop building and equipment, 
and $25,000 for a president’s home. The Oklahoma Col- 
lege for Women at Chickasha seeks $175,000 for a dormi- 
tory and $150,000 for a physical education building. The 

central preparatory school at Edmond asks $165,000 for a 

gymnasium, and the Weatherford district school wants 

$125,000 for a library. Other allotments are as follows: | 
Durant state school, $125,000 for library and classroom | 
building; Tahlequah school, $125,000 for training school 
and classrooms; Negro A. & M. College at Langston, 

$75,000 for science hall and $25,000 for a dormitory; | 








district agricultural school at Warner, $40,000 for a dor- 

mitory and appropriations for similar schools including | 
$170,500 for an auditorium at Lawton; $75,000 for an | 
administration building at Tishomingo and $135,000 for 

a school building at Goodwell. The Miami Junior Col- 

lege requests $65,000 for a physical education building; 

the Wilburton School of Mines, $52,000 for remodeling; 

the school for the blind at Muskogee, $50,000 for a gym- 

nasium and $20,000 for a power plant; the school for deaf 

children at Sulphur, $60,000 for an auditorium, $22,000 

for a storage plant and $75,000 for a children’s building; 

the boys’ military school at Claremore, $100,000 for bar- 
racks and $30,000 for a mechanics building; the school 

for feeble-minded at Enid, $85,000 for new ward building; 

the hospital for the insane at Supply, $150,000 for a ward 

building and $100,000 for a convalescent ward building, 

and the central hospital for insane at Norman asks an ad- 
ditional building to cost $175,000. 

Ashwell, Twist & Cook, Inc., Seattle, Wash., have been 
awarded the plumbing and heating contracts on the 
$250,000 theater and store building for the Bellingham 
Development Co., Bellingham, Wash. 

Architect Saul H. Brown, new Orpheum building, Los 
Angeles, Calif., has completed plans for a 9-story rein- 
forced concrete club building for the Wilshire California 
Athletic Club to be built on First street, near Vermont 
avenue. The building will cover an area of 128 by 131 ft. 
and will cost $600,000. More than 100 guest rooms, each 
provided with a bath, a large swimming pool and a steam 
heating system are included in the specifications. 

J. W. Jean Construction Co., Pasadena, Calif., is build- 
ing a $125,000, 28-room residence for Harry Culver, over- 
looking the California Country Club Golf Course. A large 
swimming pool is included in the plans. 

Munger & Munger, Pasadena, Calif., have been awarded 
the plumbing and heating contracts on the Claremont 
Community Church buildings at Claremont. The contracts 
amount to more than $16,000. 

S. I. Crewe will build a swimming pool as a gift to the 
city of Norwood, O. 

A $600,000 hospital is to be built at Akron, Ohio, by 


the Sisters of Charity of St. Augustine. Warner & Mc- 
Cornack of Cleveland are the architects. 


A. L. Rice, president of the Central Labor council of 


Klamath Falls, Ore., has announced that plans are under | 


way to finance a $40,000 temple for the organization. 
Robert Jonsrud of the Jonsrud-Gunderson Lumber Co., 

of Sandy, Ore., has purchased 150 acres of land near Bluff 

road, which will be improved with an automobile highway 
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Adds beauty to the finest 


installation 


C&S Shower Doors are finely 
made from heavy Nickel Silver 
(Nickel- plated Brass if desired) 
with heavy plate- glass panel set 
in solid rubber. It does away 
with the old-style curtain and 


improves the looks of the bath- 
room. 


There's also a C & S Shower 
Shield for built-in tubs. 


Write today for full particulars. 





CRIST & 
SCHILKEN CO. 


500-503 37th Street 
Pittsburgh, Pa. 
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and a swimming pool and fish ponds in the gorge which 
the road spans. 

Nichol & Lane, Corvallis, Ore., have the plumbin= and 
heating contracts in the new Hotel Corvallis, which will be 
started March 15. 

Terwilliger Hot Springs will be the name of a new de- 
velopment in the Cascade national forest on the south fork 
of the McKenzie river in Oregon. A hotel will be one 
feature, and several cottages. Other improvements will 
include a store for supplies, a concrete swimming pool with 
locker rooms and at least 25 shower baths piped with 
water from the hot springs; a gravity water system, septic 
tank, comfort stations for campers and other resort neces- 
sities. The United States Forest Service will receive bids 
for the project up to April 1. 

The Kress Co. of New York will build a $100,000 store 
in Aberdeen, Wash., as soon as a site is obtained. 

The work of installing a new water system in West 
Weiser, Idaho, at a cost of $23,000 will start late in Feb- 
ruary. This will serve about 1,000 homes in the district, 


Bids will be called soon on a $60,000 remodelling job 


Contracts and Competition 


Bf you want to mske mere sneney on your centrects then on the Westminster Congregational church in Spokane, 
John K. Dow is preparing plans. 


ever before, install a ROGACO Portable Electric Pipe Machine Wash. 
in your shop. Use it as a shop machine, then when a good 
contract comes along, take your Rogaco right on’ the job, 
move it about as the work progresses (it is portable as a 
unit) and save time and labor, which mean money. 

When figuring on a contract remember the time and labor you 
can save with a Rogaco, then submit your estimate. Com- 


petition will not bother you, for you can meet it successfully 
and make larger profits on your contracts. 


Manufactured by 
Robbins, Gamwell & Company 
Pittsfield, Massachusetts 






































William Serpa, San Jose; Ralph Francis, Sacramento; R. W. 
Timmons, Richmond; Fred High, Fresno; Barney Newman, 
Fresno; at a recent convention in Los Angeles, Calif. 


Rushlight, Hastorf & Lord, Portland, Ore., have the 
plumbing and heating contracts on a garage now being 
erected at 263 Union avenue for the Gardeners and 
Ranchers Association. 

The Standard Plumbing Co., of Seattle, Wash., has the 
plumbing and heating contracts on the new combination 
school and church building for the Providence hospital in 
Chehalis. 

Announcement for the third hotel to be constructed at 
La Grande, Ore., this spring, has just been made by Julius 
Roesch of that city. The proposed structure will cost 
more than $250,000, will be seven stories high, and will 


The low price recommends LION 
Brand Seats and their sturdy con- 
struction backs up all you can say 


about them. They are built to last be located on East Adams street, near Fir street. 

from carefully selected kiln-dried wood. Forty acres of land have been purchased by W. A 
Doweled front and back. High grade Logus and L. F. Smith of Portland, Ore., on Hayden 
waterproof finish. Packed in separate Island for the development of a tourist and amusement 
cartons. park. The tourist park will be completed this season 


ready for use, a number of cottages and garages will | 
started soon, and amusement features will follow in 192 


The Olmstead-Thomson Mfg Co Fox & Co., Portland, Ore., have been awarded t! 


plumbing contract on the factory building for the l 
New Britain, Conn. Fireman Manufacturing Co. at 978 East Seventeen! 


Order from your jobber. 
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Alaska Plumbing & Heating Co., Portland, Ore., has 
peen awarded the contract on the new nurses’ home to be 
puilt for Multnomah county. The combined bid for this 
job was $14,240. 

Nelson Bros., Salem, Ore., have the plumbing and heat- 
ing contracts on the apartment house being built by S. E. 
Henderson, Inc., of Portland, which will contain 16 suites 
and cost $65,000. 

E. R. Faires, 315 East Vance stree’, Charlotte, N. C., 
has been awarded the plumbing contract, and W. T. 
Branson, 120 North Cecil street, Charlotte, N. C., has been 
awarded the heating contract on the new $65,954 dormi- 
tory at Queens College in that city. 


The Dallas Plumbing Co. of Dallas, Tex., has been 
awarded the plumbing contract on the new office building 
in that city for which Jack Barr, 1930 Ramsey street, has 
the general contract. 

E. F. Edwards Heating Co., 2340 Pine street, St. Louis, 
Mo., has been awarded the heating contract on the addi- 
tion to the Holy Cross E. L. Church at St. Louis, Mo. 


Jos. J. Strotrecker, 717 Evesam avenue, Baltimore, Md., 
has been awarded the heating contract, and William Ship- 
ey, 735 West Thirty-sixth street, Baltimore, Md., has been 
awarded the plumbing contract on the new residence for 
Walter E. Anderton, 715 North Wolfe street, Baltimore, 
Md. 

The Sanitary Plumbing Co., Vicksburg, Miss., has. been 
awarded the plumbing contract on the new residence for 
F. M. Gleaves at Bolton, Miss. 

The Oklahoma Plumbing & Heating Co., of Enid, Okla., 
has been awarded the heating and plumbing contracts on 
the new hospital for the North Independence Hospital Co. 
in that city. 

The Redmon Heating Co., 146 North Fourth street, 
Louisville, Ky., has been awarded 4 contract for the 
heating plant for bungalows at the U. S. Veterans Hospital 
at Muskogee, Okla. 

Frank E. Fielder & Co., 113 Franklin road, N. W., 
Roanoke, Va., has been awarded the heating and plumb- 
ing contracts on the new nurses’ home at the Roanoke 
City Hospital. 

The Smitherman Plumbing Co., Birmingham, Ala., has 
been awarded the heating and plumbing contracts on the 
$70,000 apartment building for the Ensley Highland 
Apartment Co. at Ensley, near Birmingham, Ala. 

The Dawson Heating Co., 618 South Peters street, New 
Orleans, La., has been awarded the heating contract, and 
H. S. Montegut, New Orleans, La., has been awarded the 
plumbing contract on the new apartment house for Dr. 
George W. Rembert, 1427 Henry Clay street, New Or- 
leans, La. 

The Kaylor Plumbing Co., 2821 Morgan street, Tampa, 
Fla., has been awarded the plumbing contract on the 
$58,000 school building at Davenport, Fla. 

The Davis Plumbing Co., Jackson, Miss., has been 
awarded the plumbing contract, and the Paine Heating 
Co., Jackson, Miss., has been awarded the heating contract 
on the $72,300 school building for the State Teachers 
College at Hattiesburg, Miss. 

Wm. L. Clucas & Co., 3225 Park avenue, St. Louis, Mo., 
have been awarded the plumbing contract on the new 
warehouse and office building for the St. Louis Material & 
Supply Co. 

George Jaeger, Buffalo, N. Y., has been awarded the 
heating contract on the Mount Mercy Hospital, Buffalo, on 
a bid of $50,000. 
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WADE Downspout Heads 


have won favor in the field be- 
cause they can be connected so 
easily and give access to pipes 
leading down 
from the roof. 
Slip joint con- 
nection--no ex- 
pansion joint 
necessary. In- 
stall the WADE for a 


profitable investment. 
Write for catalog 

WADE IRON SANITARY 

MFG.CO. 551-53 Fulton St. 


passat Illinois 



















































WHEELING 


SANITARY MFG. Ore 


Wheeling, » Vag 


High Grade Plumbers 
‘are—Two-Fired 
Vitreous China 
Plate 100-E Lavatory on 
Pedestal, Two sizes- 
24x20 inches and 26x22 


inches. 

Plate 126-E “The Tran- 
quil” all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: Plate 
258-E large size tank, 
with special fittings. 

Reference — Domestic 
Engineering Catalog 
Directory. 

































Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 





TANKS FOR: High pressurefgas’ ‘and’air storage— Pneumatic 
water systems—Gasoline and oil storage—Oil burning equip- 
ment—Open top—Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, TE t tank itis 
possible to construct by any known process. A‘S.M . code tanks. 

















Our 


Sq It’sRight! 


—because it embodies 
all of the superlative 
features that the best 
water pump should 
possess. The NEW 
KALAMAZOO Water 
Supply System wins 
profits for the man who 
sells it, because it is 
automatic, noiseless, ef- 
ficient and economical. 


NATIONAL 
WATER LIFT 
COMPANY 


Kalamazoo Mich, 
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“U.S.°? Maroon 
Suction Sink Stopper 


Add This Silent Salesman 


To Your Sales Force 


WuEN you send your bill to a new customer for a 
completed job — mail them a Suction Sink Stopper 
having your name and address. 


When you install a new sink — put a Sink Stopper 
over the strainer. The housewife will be sure to keep it 
and use it. 

When you finish a plumbing or heating job in a new 
house — give them a Sink Stopper. You are better able 
to make repairs than anyone else — because you know 
every riser, branch supply and waste in the system. 
You'll get the repair job. This “U.S.” Sink Stopper will 
be a reminder that you are ready to serve them. 

“U.S.” Maroon Suction Sink Stoppers last many 
years. They are shipped in lots of 250, 500 and 1000. 


Send us your order. (There is no extra charge for 
putting your name and address on the stoppers.) 


United States 


TRADE 


Rubber Company 


MARK 


Headquarters of the *“‘U. S.’’ Maroon Line 
440 West Washington Street 61 Hudson Street 
Chicago, Ill. New York City 


US tine’ 


Plumbers’ Rubber Specialties 
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Bath a Day Movement 


This week we add one more city to the list of those in which 
“The Story of the Bath” is being used as supplementary reading. 
The city is Winnfield, La., and the 
up-and-coming firm responsible for 
163 is now 163. Perhaps we have had 
inquiry from your city. Write and 
we'll tell you—and at the same time send you a free copy of 


the distribution is the Sanitary: Plumb- 
“The Story of the Bath’ so you may see for yourself why this 


ing Co., of which J. V. Scott and J, 

E. Carter are the members. The total 

booklet—with its profusely illustrated thirty-two pages—is so 
popular with school authorities. 


in which the Sanitary Plumbing Co. has fitted the 

use of the booklet into the needs of Winnfield. They 
selected this particular time in which to place the booklets 
in the schools because shortly the citizens are going to 
vote on a sewer proposal. 

Get the tie-up? 

“Already you can hear talk about them,’’ writes J. V. 
Scott. And we feel sure that he is destined to hear a 
great deal of talk about them. 

This is an instance where the booklet has been put to 
really constructive use and it shows a keen ousiness 
acumen that these men realized the value of placing such 
educational material in the hands of the school children. 
They’ll carry the message of sanitation home with them 
and they’ll be no small factor in helping to push along 
the good work projected. 

You can help your own business and your own com- 
munity by making use of ‘‘The Story of the Bath.’ Give 
it to your local schools—a few copies will be sufficient 
in each room. 

In addition, you can distribute them to the members 
of the luncheon clubs—Kiwanis, Rotary, Lion, etc. Here 
you have a group of influential men who are interested 
in bettering conditions in the community. The message 
of ‘“‘The Story of the Bath’’ will be carried throughout 
your community if you will place it before these men. 

If you’ve never read ‘‘The Story of the Bath,’’ write 
for a complimentary copy. 


S: wIMmmIng - Pool News 


A combined bathhouse and playground building, and a 
large swimming pool are soon to be constructed at the 
twenty-acre Griffith Park Municipal Playground, Los Feliz 
Boulevard and Riverside Drive, Los Angeles, Calif., by the 
Los Angeles Playground and Recreation Department, at a 
cost in excess of $70,000. The new building will be a 
central structure of two stories with dressing rooms, show- 
ers, lockers and all facilities, and connected at either end 
by pergolas with two buildings for boys and girls. 


Pir wasn “tr mention should be made of the manner 


” 


Bates College, Lewiston, Me., has tentative plans for 
the construction of a concrete swimming pool. An engi- 
neer or architect has not been selected. H. W. Howe, 
College avenue, Lewiston, is treasurer of the college. 

Construction is now under way on the $230,000 pre- 
ventorium at Murphys, Calif. It is being built jointly by 
San Joaquin and Calaveras counties, and is planned to 
handle ninety patients. The infirmaries will include the 
very latest sanitary features. The plant will be laid out 
on a 74-acre tract and is to include a swimming pool. 





Hotstream Double 
Copper Coil Heaters 


Nos. 44-45-46-47 


., ace equipment includes long sweep ell, JiffeeU 
Union and the exclusive Hotstream union gas cock. 
These heaters also have all the other desirable features 
found on Hotstream Union Type heaters. 


The JiffeeU Union and long sweep ell eliminate the 
use of all fittings at both top and lower connections. To 
install, one piece of pipe from top heater union to sweep 

ell is needed. The JiffeeU, which con- 
nects directly into the lower tank open- 
ing, also is provided with a *%4 -inch 
female pipe thread for use in connect- 
ing older styles of tanks. The JiffeeU 
provides ample room for the use of a 
wrench—keeps heater close to tank — 
at just the right distance for greatest 
efficiency. 


The union gas cock saves a union in 
the gas line. Acts as a shut-off valve Hotstream Sweep 
when disconnecting burner and mixer. 1! Brass or Gal- 


- F : i vanized 
Makes the installation easier, quicker 


and less expensive. 


Nos. 44 and 45 are the same—except 44 is 
equipped with galvanized unions, galvanized 
JiffeeU and galvanized sweep ell. On No. 45 
same fittings are brass. 
Nos. 46 and 47 are identical except that No. a Bk an 
46 is equipped with galvanized unions, gal- Ne / showing 
Hotstream Union vanized JiffeeU and galvanized sweep ell. On  Hotstream JiffeeU Sweep Ell, JiffeeU 


Gas Cock No. 47 same fittings are brass. Brass or Gal- and Union Gas 
(Patent applied for) vanized Cock 


THE HOTSTREAM HEATER COMPANY 


‘‘Makers of Heaters That Heat’’ 
CLEVELAND, OHIO 
New York, 210 E. 45th St. BRANCH OFFICES Denver, 1715 California St. 
Chicago, 627 Washington Blvd. Louisville, Ky., 111 S. Second St. Philadelphia, 6314 Musgrave St. 
Toronto, 269 W. Richmond St. San Francisco, Rialto Bldg. Cambridge, Mass., 491 Main St. 
Detroit, 1045 Wayburn Ave. 


Manufactur 2rsof a Full Line of Gas and Kerosene Heaters—Standard, High Grade Products Built to Give Lasting Satisfaction 
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Flush Valves 





HEN the valve is in position on 

the bow] with which it is to oper- 
ate, and the water pressure turned on, 
the simple turning in or out of the 
regulating screw (A in diagram) sup- 
plies the exact amount of water needed 
to make the closet bow] flush perfectly. 
This adjustment, when made, remains 


permanent. 


This vitally important regulation fea- 
ture often enables the plumber to make 
a sluggish bowl flush when otherwise 
it would have to be replaced. 


No regulation is required from LOW- 
EST to HIGHEST pressures. Do not 
confuse this with regulation of VOL- 
UME of water delivered to the bowl. 


Every time the valve is flushed, the 
plunger (B) is raised off its seat (C), 
leaving an opening through which 
grains of sand, etc., can be washed out 
of the port. 


‘ Ullltdainy 
CLLLLZLLO 


. 
T1110, 
Many 











Having a 25% larger diaphragm-area 
in the control chamber, the Watrous 
valve functions perfectly under low 
pressure conditions where other valves 


‘often fail. 


It has a larger water-way per second 
of opening, and therefore delivers water 
with extra volume and ‘“‘punch’’. 


Write for full details. Loose-leaf catalog pages sent on request. 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street 


CHICAGO 


BRANCH SALES OFFICES 


H. D. Tuck, 404 Marquette Bidg. 
Detroit, Mich. 


Chas. S. Anderson 
6614 Minne Lusa Ave. 


Wm. P. Horn Co., 237 Rialto Bidg. 
San Francisco, Cal. 


W. E. Blair, Jr., c/o Coronado Hotel Omaha, Neb. L. C. Coombs, Rm. 506, 110 W. 11thSt., 
St. Louis, Mo. Continental Sales Co. Los Angeles, Cal. 
R. J. Shank, 920 Grand Ave. 924 Metropolitan Life Bldg. Wm. P. Horn Co., L. C. Smith Bldg. 


Des Moines, Iowa 


Minneapolis, Minn. Seattle, Wash. 
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STRAIGHT FROM COLLEGE 
To aid the men who will be addressing the many meetings 
between now and the end of the convention season, and who 
would like some apt humor with which to spice their talks, 
we give below the week’s clippings from the college pub- 
lications. Incidentally, those with sons or daughters in 
college will gain a new slant on the value of education. 


DE MORTUIS 


I 
No. 165501 (jumping up in rage after the prison movie 
show): “Dammit, a serial, and I’m to be hung next week.” 
Il 


A Russian was being led off to execution by a squad of 
Bolshevik soldiers on a rainy morning. 

“What brutes you Bolsheviks are,” grumbled the doomed 
man, “to march me through a rain like this.” 

“How about us?” retorted one of the squad. “We have got 
to march back.” 


WE MUST HAVE AT LEAST ONE ON PROHIBITION 
AUGUSTUS: Have the lights gone out? 

ROMENICK: No, they still shine brightly. 

AUGUSTUS: Then he lied. 

ROMENICK: Who lied? 

AUGUSTUS: My bootlegger. 


FROM AN AGRICULTURAL COLLEGE 
Farmer: “That’s my best cow and she’s only two years old.” 
City Girl: “How do you tell their ages?” 
Farmer: “By their horns.” 
C. G.: “Oh, I see. Two horns, two years old.” 


DEAR OLD WATSON 
“The robber wore rubbers and walked backward,” deduced 
Sherlock Holmes. 
“Ah!” said Dr. Watson, “then we must look for a man with 
receding gums!” 


BATH A DAY? 
“Wanta go swimmin’?” 
“I don’t swim.” 
“Wanta go bathin’?” 

“I don’'t—aw shut up.” 


STORY FOR A MAN WHO HAS TRAVELED A LONG 
DISTANCE TO ATTEND A CONVENTION 
“A friend of mine was very nearly killed the other day. 
He got up on the wrong side of the bed.” 
“Shucks, I’m not superstitious.” 
“Neither is he; but he was in a lower berth.” 


TACT ; 

“Dad,” asked the young son of the house, “what is tact?” 

“Tact, my boy,” answered his father, “might be illustrated 

like this: If you tell a girl that time stands still when you 

look into her eyes, that’s tact. It isn’t tact if you tell her 
that her face would stop a clock.” 


VLL TAKE ONE 
The store was deserted except for the bookkeeper. A 
handsome young salesman strolled in. “Do you keep auto- 
mobile accessories here?” he asked. 
The little bookkeeper smiled sweetly. “Only me,” she said 
coyly. 


HE SAW RED 
“I want some golf balls for a gentleman, please.” 
“Certainly, madam. What sort does he like?” 
“Well, the only time I saw him play he used a small white 
ball. But I cannot say I gathered the impression that he 
exactly liked it.” 


Yours for better college jokes. LY TF. 
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RESIDENCE 
HEATING 
For providing early 
morning heat with 


Lt 
"on Stream . 
thermostatturned ( guonee [oe ) STACK 
m TEMPERATURE ConTaon 
down. — \eies/ 4 
wires 


APARTMENT 
HOUSE 
HEATING 
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TORK CLOCK TERMINALS 











Forscheduling heating 
system without chang- 
ing room thermostat. 


No. 115 Tork Clock is carried in stock in over 100 cities by 300 
wholesale distributors. Complete illustrated bulletin and discounts 
to oil burner dealers will be sent on request. 


TORK COMPANY, 12 East 41st Street, NEW YORK, N. Y. | 
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noted for their big coils. Coils of heavy seamless drawn cop- 
per. Coils that transmit perfectly the heat to the domes- 
tic water supply and always assure abundant hot water. 


Paracoil Domestic Water Heaters are guaranteed both 
as to performance and construction and will operate on 
any steam, vapor or hot water system. 


Write for price list and catalog 


DAVIS ENGINEERING CORP. 


90 West Street 


Factory: Elizabeth, N. J. 


Paracoil 


WATER 





Bigger 
Heating 
Coils! 


Large coils in a water heater 
mean a dependable supply of 
hot water and assure your cus- 
tomer lasting hot water satis- 
faction. 


Paracoil Water Heaters are 


New York City 


HEATERS 
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FLOOR 


And 


CEILING 
PLATES 


Look for this Box and Label 





par — Order thru Your 


Wholesaler 


THE 


17 NEO) Fe@e)-d-11y) 
MFG.,CO. 





Southington, Conn. 
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AttractiveWindows Bring Spring 
Shoppers 


Decorate Your Windows and Entice Dollars from the 
Public Pocketbook Into Your Cash Register 


PRING is near again, and after a hard winter Mr. and 
Mrs. G. Public will stroll the streets and indulge in 








much window shopping—the forerunner of a general 
epidemic of buying. If you want your share of the spring 
business you must go after it, and the best way to do that 
is to decorate your show windows and create a desire for 
the merchandise you sell. 
Masters from different parts of the country have writ- 
ten us asking for reprints of the drawing published sey- 
eral months ago, showing the plans for the construction 








BOILER AND HEATING 
SYSTEM CLEANSER 


Pevevice 


FOR 


Sluggish 






JOHN G. KELLY 
210 E. 45th St. 
NEW YORK CITY 


Manufactured ° on 
by H eatin § Distributor 
NO-RAD RUST S Desirable ter 
CORPORATION yste ms ea 


413-19 N, Water St. 
LANCASTER, PA. 


Write for litera- 
ture and prices. 


of an epigram sales stand, and because there are probably 
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Respected by Acids 


Sulphuric, Nitric, Acetic and other commercial 
acids respect Duriron acid-proof drain pipe because 
it successfully resists them all. 

It is installed the same and as easily as extra 
heavy cast iron soil pipe. 

Complete stock is always maintained, insuring 


immediate deliveries. 


Duriron is produced only 


oe DUR IRON SOMPANY 


SIDE S/DE 
































FEET UPRIGHTS. INDICATED IN WHITE TO 
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CURTIS 


PIPE CUTTING AND 
THREADING 
MACHINES 

’ 1 give Economy—Speed—Reliability 





Cut shows one of our 
No.442 Direct-connected 
Electrics which nee a 
range from inches. 
This model and our 2 
and 3 inch models are 
readily PORTABLE. 


There is a CURTIS for your — Mand- 
Belt-Electric M ls to 16 i 


THE CURTIS & CURTIS COMPANY 
318 Garden St., Bridgeport, Conn. 
Most Threads per Dollar Invested 
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more who would like to install the stands, we are pub- 


lishing the drawing again. 
7 . cd 











A clothesline is the shortest distance between two 


neighbors. 
* s * 
Distance lends enchantment, especially to radio pro- 


grams. 
7 ae = 


What most of us are looking for is a life of perpetual 
motion. 


7 » * 
Distant relations are those who have gotten up in the 
world. 
* . a 


Radio censorship would be fine if it began on stati 
« * + 


Switzerland is said to be in favor of reduced naval 














armament. 
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PATENTS 


Heatin g Department 


1,615,337. Air-washer Attachment. Shirley J. Morri- 
son, San Fernando, Calif. An air-washer attachment com- 
prising in combination an elbow tube air inlet, a dia- 
phragm and a conical cap attached to one branch of the 
elbow, the apex of the cap faced forwardly of an engine 
and the diaphragm having a series of apertures there- 
through leading into the back of the cap, means to attach 
the elbow to the forward end of an engine, a flexible air 
conduit connected to the free end of the elbow, an air 
chamber having a lower surface adapted to engage a rear- 
ward part of the engine and retain it in position, attached 
to the rear end of the conduit, and a nozzle extending up- 
wardly from the air chamber adapted to plug the inlet 
opening of an air washer. 






































18 ‘ef 
1,615,292 


1,615,337. 





1,615,292. Section for Steam and Hot-water Furnaces. 
Charles Phelps, Oskaloosa, Iowa. In a furnace, the com- 
bination of a series of independent detachable sections, 
each section being formed with an outer wall member and 
with a hollow fluid circulating member projected inwardly 
from the outer wall, one vertical edge of each outer wall 
member being formed with a laterally extending flange 
substantially parallel with the wall member, and the other 
edge of the wall member being formed with a flange in- 
clined inwardly, said parts being so arranged and propor- 
tioned that when two adjacent sections are assembled the 
inwardly extended flange of one section will extend beyond 
the inner face of the straight flange of the adjacent sec- 
tion and to a point adjacent to the inwardly extended 
hollow member of said adjacent section, and whereby 
there will be formed between said straight flange and said 
inclined flange and the adjacent portion of the hollow body 
a substantially triangular opening, and a cement material 
placed in said opening, whereby in the event that the said 
cement material should for any reason become loosened 
from the surfaces with which it is in contact it cannot 
drop out of the said opening in which it was formed. 

a * * 

1,616,390. Pipe Saddle. Dalton U. Powell, Woodsfield, 
Ohio. A pipe saddle having an open-ended packing recess 
in its inner side, packing-compressing followers slidable 
in the open ends of said recess, and combined guiding 
and compressing means for the followers engaging the 
inner and outer surfaces of the saddle to hold said fol- 
lowers against canting inwardly when moving them to 
operative position. 

* * * 

1,615,825. Thermostat for Heating Systems. Fred K. 
Bezzenberger, Cleveland Heights, and William R, Zimmer- 
man, Cleveland, Ohio, assignors to The Bishop and Bab- 
cock Company, Cleveland, Ohio. In a heating system, the 
combination of a valve controlling a heating conduit, a 
fluid pressure motor connected to operate said valve, a 
second valve controlling the flow of fluid pressure to said 
motor, a thermostatic element controlling the action of 
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Residence of Herman B. Good 
9 Kingman Road, East Orange, New Jersey 


Heating boiler equipped 


with a 


VESTA OIL BURNER 


ME. GOOD, as you can see is particular. He 

takes modest pride in doing everything 
right, and he also has the good judgment to buy 
only after he is sure that what he gets is right. 


In his usual careful way, Mr. Good investi- 
gated every oil burner he knew of—and then 
promptly installed a Vesta System. That he 
has no reason to regret his choice must be 


evident from his own words: 


‘My fuel and operating costs are less 
than for coal plus the furnace man’s 
time and we get more uniform heat. 


“I would not think of going back to 
coal and if I were going to buy an- 
other burner, it would certainly be a 
Vesta.” 


This same satisfaction, cleanliness and inex- 
pensive luxury, are in evidence wherever the 
Vesta Burner is installed. 


Investigate Our Agency Proposition 


Muec# good territory is still open to the right kind 
of local representatives. If you want to be 
identified with a reliable quality product—to work on 
a clean-cut business basis—to get attention and adver- 
tising consistent with your own efforts—and to have 
the backing of a house with unblemished reputation for 
honest guarantees and fair dealing—the Vesta Oil 
Burning System ought to be one of your leaders. The 
Vesta System gives no trouble and does not sap profits 
through service needs that keep trained men from 
productive new work. ’ 


J.S.& J. F. STRING, INC. 


Sole Manufacturers 
263 Washington Avenue 
Newark, N. J. 


GODDESS OF THE-HEARTH 
STA 


THEYHEARTH OF THE’ HOME’ 
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Better Radiator Finish 


in Less Time 


If Handigrip spray painting equipment did noth- 
ing more than save you the time it does in 
painting radiators, it would be worth many 
times the investment. 


In a few minutes Handigrip does an hour’s 
work. This cuts down the labor cost on every job. 


But Handigrip 
does more 
than paint ra- 
diators and 
pipes. It deco- 
rates them. Plain 
bronze, stencil, oxi- 
dized, shaded or two 
tone color effects easily 
obtained. 





Special outfit, includ- 
ing compressor, for 
plumbers and heat- 
ing contractors. We 
are pleased to afford 
you a demonstration 
under actual working 
conditions on your own 


Operates with jobs. 
‘Compressed Air Write for particulars 
PLUMMER-HUFF COMPANY 
NAPOLEON * ‘ . OHIO 








ESTIMATING 
RADIATION 


is a very simple matter 
when Perrigo’s “Table ot 
Estimated iation” is 
used. 





will enable you to know 
you are right 
will save you time, waste and worry. 
Given the amount of glass surface, wall and 


cubical contents, the radiation i for any size 

room can be read easily and quickly. 

bound together with heth. _— 

Pl “tp ype Estimated yey a = pay 
I once or twice during 

season. Mt@Gdnamaltius 


Price, $1.00 Postpaid 


Domestic Engineering 
1900 Prairie Avenue :: Chicago, Ill. 



































said second valve, a pressure responsive device actuated 
by fluid pressure, and connections between said device and 
said thermostatic element, said connections ineluding 
means for inoperatively positioning said thermostatic ele- 
ment with respect to said second valve upon periodical 
actuations of said pressure responsive device. 
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1,616,390. 


1,615,852. Oil-Burning Heater. Alfred Ruttiman and 
Fred E. White, Gardner, Mass., assignors to Florence 
Stove Company, Gardner, Mass. An oil burning heater of 
the class described comprising a burner of the maintained 
oil level type having a vertically movable bowl, a fixed 
fuel reservoir, a pair of substantially parallel links sup- 
porting and guiding the bowl in its movement, automatic 





means responsive to the temperature in the region of said 
burner for moving the bowl up and down, whereby to vary 
the level of the fuel therein and consequently to vary the 
intensity of combustion, and a fuel conduit connecting the 
reservoir and bowl comprising fixed end portions and a 
rigid median portion having flexible connections with the 
end portions. 


Plumbing Department 


1,616,143. Water Heater. Louis W. Schnepp, Hunt- 
ington Beach, Calif., assignor of one-half to Lewis F. 
Davis, Huntington Beach, Calif. In a water heater, the 
combination with a vertically disposed tank having 4 
central opening in its top and bottom ends and means 
for maintaining the tank full of water, of a heating flue 
vertically positioned within the tank and having com- 
munication with said epen ends, said flue having uniform 
diameter throughout its length, an open-ended tubular 
member having a diameter slightly greater than the diam- 
eter of the flue arranged within said tank and enclosing 
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the greater portion of the flue with its ends terminating 
at a point spaced a substantial distance from said ends 
of the tank, a combined spacing, partition and tube sup- 
porting member spirally arranged within the narrow space 
petween the flue and tube and engaging said flue and tube 
whereby to support the tube on the flue and dividing said 
space into a continuous restricted water circulating duct 
that extends from the open lower end of the flue-enclosing 
tube to the open upper end thereof, whereby all of the 
water entering the lower end of said duct may flow un- 
interrupted from the lower portion of the body of water 
in the tank to the upper portion of said body of water, 
and a burner extending through the opening in the lower 
end of the tank and into the lower end of the flue. 
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1,615,819. 


1,616,143. 1,616,313 


1,616,313. Combined Washbasin and Foot Tub. Arthur 
J. Farmer, Chicago, Ill. The combined wash-basin and 
foot-tub, comprising an upper wash-basin and a lower 
foot-tub, one supported from the other, and the tub located 
beneath the basin and positioned to leave a receiving 
space beneath it for the feet of a person in standing 


posture in using the basin. 
* * + 


1,615,819. Electric Water Heater. Lonzo W. Arm- 
strong, Las Animas, Colo. An electric heater comprising 
a perforated shell of non-circular cross section having a 
closed bottom and a ridge adjacent to the opposite open 
end, a plurality of heating elements located in the shell, 
a pair of insulating supports consisting of porcelain blocks 
resting respectively on the closed bottom and upon the 
ridge, said supports having grooves receiving the longi- 
tudinal edges of the elements, a mica piece inserted 
between the ridge and the adjacent blocks protecting the 
porcelain from heat, said piece being bent to fit the groove 
in said blocks, a handle having a non-circular extremity 
fitting in the open end of the shell and contacting the 
adjacent porcelain blocks, said extremity having a recess, 
projections extending from said blocks substantially in 
line with the associated heating elements and occupying 
said recess, an electric cable extending through a bore in 
the handle and having conductor wires exposed in said 
recess, terminal screws situated in the projections both 
securing the wires and passing into the heating elements 
to hold them in_place upon the blocks, insulating sheathing 
means fitted over the projections and wires to prevent 
short circuiting of the terminal screws by the collection 
of moisture in said recess, a movable side hinged upon 
the shell providing a door permitting access to said ele- 
ments, and flanges upon the door fitting over adjacent 
Parts of the shell to receive hinge pins. 
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AMERICAN ])ISTRICT STEAM COMPANY 


GENERAL OFFICES AND WORKS 


Norta ToNAWANDA.N.Y. 
New York Chicago 





Branches: Seattle 


ADSCOEXPANSION, JOINTS 


NELSON GATE VALVES 























Hanna Bali Joint 
Pipe Hanger 


Guaranteed Strongest Made 


The “Ball Joint’ Pipe Hanger 
swings in any direction. Pipe can 
be adjusted higher or lower without 
removing hanger. 


Made of malleable iron. 


Write for ‘‘Our Silent Salesman” 


The Penn Engineering Co. 


312 Cherry Street, Philadelphia, Pa. 








SHOWER CURTAINS 





















When your customer asks 
you about shower cur- 
tains, there's ae ons one tn in 
the answer—‘ 

We make every kind of shower curtain 

—white duck, sateen and rubberized. 
For every style and size of bath. We manu-~- 
facture shower curtains to order. 

Write for our sample book. 

UNION CANVAS GOODS CO., Inc. 
1016-1018 Hamilton Street Philadelphia, Pa. 





























YAGER’S Soldering Salts 


1873-1927 


You can’t buy any that’s 
better. Get it from your 


dealer in 14 lb., | Ib., and 
5 lb. Enameled round 


cans. 





Write Dept. “‘D’’ for free samples. 


ALEX R. BENSON CO., INC., HUDSON, N. Y. 
For list of distributors see 1927 McRae Blue Book 
Sales Agency for Canada: Canadian General Electric Co., Ltd., Toronto and Montreal 

















ee aA 


ee 





a 


116 DOMESTIC ENGINEERING 








pressure boilers—and you can be sure your 
original profits won't be eaten into by 
service calls. Any size or test in either hori- 
zontal or vertical boilers at short notice. 
| Demand bytrade-mark Gé&? C Boilersand 


assure yourself of a guaranteed product. 


PROFITS | 
are long on Gerstein & Cooper copper 





GERSTEIN & COOPER CO. 44% 
1 and 3 Third St. South Boston, Mass. P) Y 
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JOHNSON Gas Lighters 
are simple and safe aS Ea Sas 
The JOHNSON Gas Lighteris “J  \ 7 


approved by the Underwriters 
and is so simple that a child 
can operate it. 


Sell a JOHNSON with your 
next gas heater installation. 
Carry one in your tool kit to sell 
when making a service call. 














Write today for prices 
and discounts 





Raising RED RING to al 

hook on wall plate up- JOHNSON MURPHY 
stairs, lights heater in COMPANY 

t % D ing 

RED RING shuts off 10226 Woodward Avenue 

oe iat al Detroit, Michigan 









































} 
Editorial Service makes advertising easy | 
for you—all you do is clip the copy from | 
your copy of the paper and hand it, with | 
the cut we send you, to your newspaper. 
Only $4.20 for 12 illustration cuts. Clip | 
this, attach your check for $4.20 and | 
mail today. | 


| 
| Domestic ENGINEERING’s Advertising 


DOMESTIC ENGINEERING | 


1930 PRAIRIE AVENUE, CHICAGO, ILLINOIS 
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1,615,831. Water Heater. John Edward Ercanbrack, 
Chicago. A water heater comprising a plurality of ex- 
terior tubes closed at their remote ends, a disc through 
which said tubes pass and are secured for supporting and 
holding the proximate ends of said tubes in spaced rela- 
tion, means for securing together, and spacing the remote 
ends of said tubes, a supporting and spacing saddle ad- 
justable mediate the ends of said tubes, an exterior head 
of substantially rectangular form having a rearward ex- 





























tension perforated to receive the proximate ends of said 
exterior tubes, said head being provided with ports upon 
its lateral and front faces, a hollow removable element 
extending between a pair of opposite lateral ports of said 
head, said hollow element being provided with transverse 
hollow developments, interior tubes mounted in the re- 
mote ends of said developments and extending into said 
exterior tubes, longitudinally spaced radial means for 
spacing said exterior and interior tubes, and means for 
securing said disc and said head together and to a boiler 
plate. 
* * * 

1,615,881. Bathtub Wall and Floor Joint. William 
B. Lucke, Wilmette, Ill. Means for attaching a bathtub 
to a wall and forming a seal at the joint, comprising a 
plate attached to the wall and extending along the rim 
of the tub and bent inwardly along its lower edge to 
engage the tub beneath the rim, and elastic sealing mate- 
rial between the outer edge of the tub rim and the said 
plate. 


/ 


= od 




















/ ~ 1,615,881 


1,616,020, 


1,616,020. Toilet Seat and Cover. Daniel A. Wolf, 
Gibsonburg, Ohio. A metal privy-seat cover provided in 
its lower surface with a recess having a reduced extension 
located at the back of the cover, the recess forming a 
flange about the edge of the cover, and the extension 
forming thickened portions at the back of the cover, the 
flange being joined.at its ends to the thickened portions. 





Ward & McMahon of Rock Island, Ill., have been 
awarded the plumbing and heating contracts on the new 
$85,000 Prince Masonic Home at Rock Island. 

An up-to-date showroom devoted to plumbing fixtures, 
heating specialties and modern home appliances, will be 
opened in Des Moines, Ia., by the Cutler Plumbing Com- 
pany in the Wellington Hotel Building at 413 Fifth street. 

A new post office building is to be constructed in 
Youngstown, Ohio, at a cost of $515,000 by the Fed- 
eral Government. The architect is J. A. Whitmore of 
Washington, D. C. 

Tentative plans have been formed for the proposed 


swimming pool at Leland, Miss.; by the Rotary Club at 
Leland, Miss. 
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Classified Advertisements 


8 cents for each word including heading and address. 
One inch $4.00. Cash must accompany order. 


insertion. 


Count seven words for keyed address. Minimum $2.00 for each 
Copy should reach us eight days in advance. 





Situations Open 





WANTED — HE ATING ENGINEER. 
Thoroughly competent and expe- 
rienced man to take complete charge 


of heating department with large 
wholesaler of plumbing and heating 
supplies in intermountain_ territory, 


capable of making plans and specifica- 
sales ability 


tions. Must have real 
and be a producer. Address Key 799, 
‘Domestic Engineering,’ 1900 Prairie 


Ave., Chicago, Il. 


WANTED BY A LARGE MANUFAC- 

turer of radiators and boilers: sales- 
man to handle state of North Carolina. 
Must be experienced man in sale of 
these products. Salary, commission and 
expenses. Address Key 789, ‘Domestic 
~~ aad 1900 Prairie Ave., Chi- 
cago 


WANTE D— s ALES REPRESENTA- 

tive on commission basis. Full or 
part time on rural sewerage disposal 
equipment. Sells to plumbers, jobbers 
and hardware merchants. Fine terri- 
tory open and real proposition for a 
worker. State your references and 
qualifications. Dail Steel Products Co., 
Lansing, Mich. 


WANTED—TWENTY-FIVE A-1 REP- 
resentatives for exclusive sales rights 
on positively the best article of its 
kind on the market. Excellent op- 
portunity for the right men to estab- 
lish a life time income of big propor- 
tions. Prefer men experienced, selling 
Plumbing goods through architects, 
jobbers, ete. Furnish references, first 
letter. Territory going fast, answer 
at once. Address Key 772, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 
WANTED: MAN TO WRITE ADVER- 


tising copy for a manufacturer of 
Plumbing and Heating goods. State ex- 





perience. Address Key 716, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 





For Sale 


STEAMFITTERS AND PLUMBERS’ 
supply business for sale. Est 

yrs.; good commercial rating. Take 
lent credit; reas. terms. Located in 
Chicago. Address Key 712, “Domestic 
Engineering,” 1900 Prairie Avenue., 
Chicago. 

Rare opportunity to go in busi- 
ness. Shops at DuQuoin, Chris- 
topher, West Frankfort and Zeig- 
ler, for sale, easy terms. Owner 
going into wholesale business. 
Illinois Plumbing & Heating Co., 
DuQuoin, Il. 

For sale the following sizes of new 
Newport Boilers, which can be used 
for either steam or water. If you are 
in the market, let us quote you a 


price. 
3—No. 5 I1—No. 55 
i—No. 7 2—No. 88 
9—No. 8 2—No. 99 


Samuel Sloan & Co., 67 Exchange St., 
Rochester, N. Y. 








The following used Oster Pipe Machines: 


306-A Oster 6-in. belt driven, 
Complete ..cccccccccece 


304-A Oster 4-in. belt driven, 


eeeeee . 


COMAPIOCO 2. ccccccccccces eves .00 
304-B Oster 4-in. motor driven, 
Complete ..ncccccccccccccccs e 1.00 


2-in. Oster motor driven machine 350.00 
The above Oster Machines are all in 
excellent condition, and complete with 
regular equipment. 
Are You Interested? 
The O’Brien Machinery Company 
113 North Third St. Philadelphia, Pa. 


Cable Address: “OBRIEN” PHILA- 
DELPHIA 


Long Distance Telephone: Market 0727. 





Situations Wanted 


TWENTY YEARS’ SALES, SERVICE, 

promotion, missionary road expe- 
rience as well as general manager, 
manager and sales manager. Following 
lines: Tanks and seats, plumbers’ brass 
and fixtures, farm units and pumps, 
radiators and heaters. Selling direct 
to jobbers in territories—New York 
City and State, all New England States, 
also New Jersey, Pennsylvania, Dela- 
ware, Maryland and Washington, D. ¢ 
Desire making direct connection with 
firm. Address Key 794, “Domestic Hn- 
gineering,” 1900 Prairie Ave., Chicago. 
EXPERIENCED SALESMAN AND OF- 

fice man wants to make a change. 
Several years’ plumbing and heating 
and mill supplies. Can arrange inter- 
view with right company. Address 
Key 793, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


WANTED- -POSITION AS SALES MAN- 

ager with manufacturer or jobber. 
Can furnish best of references. Ad- 
dress Key 796, ‘“‘Domestic Engineering, 
1900 Prairie Ave., Chicago. 
EXPERIENCED SALESMAN DESIRES 

to represent manufacturers or job- 
bers of plumbing and heating supplies 
to sell to plumbers on commission basis 
in Kansas City and surrounding terri- 
tory. Best references. Address Key 
797, “Domestic Engineering,” 1900 
P rairie Ave., Chicago. 


Ww ANTED—TWO L INE S TO HANDLE 

in St. Louis district with drawing 
account against commission. Can fur- 
nish best of references. Address Key 


795, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 

Miscellaneous 
PLUMBERS’ BIN LABELS 





@ 13+; 
RED. ELLS 


Send for samples and prices and free booklet: 
**How to Simplify the Work in the Plumbing Shop. 
Haddon Bin Label Co... Haddon Heights, N. J. 


PARTNER WANTED—IN OLD ESTAB- 

lished, plumbing, heating and radio 
business. Fine opportunity. Address 
Key 792, ‘Domestic Engineering,” 1900 
Prairie Ave., Chicago. 














ESTIMATING BLANKS, JOB TICKETS, 

weekly time sheets, order books, il- 
lustrated stationary, etc., for plumbers 
our specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School Building, 
Laurel Springs, N. Zz. Est. 1896. 7-31 


WANTE D— A SOLID PORCELAIN 

lavatory, A grade, approximately 48 
to 50 in. by 25 to 30 in. wide. Must be 
equal in every respect to A quality 
porcelain. Second hand or show room 
lavatory will do. Brass ware not essen- 


tial. Address Key 798, ‘Domestic 
Engineering,” 1900 Prairie Ave., Chi- 


cago. 


Does $75 a Week 
Interest You? 


If you are seeking an oppor- 
tunity to earn more or to 
promote yourself to a_ better 
position, study to become a 
technical man. Hundreds of 
others have passed our examina- 
tion and are to-day successful 
in technical business with a 
lucrative income. 


Make your spare time pay you 
dividends. We teach you in 
your own home. Full informa- 
tion free. Select your course 
today, tomorrow never comes. 


O) Plumbing and Sanitary Engineering. 
[) Special Steam and Water Heating. 
C) Heating Ventilating Engineering. 

O) Contracting and Estimating. 


Saint Louis Technical 


Institute 
4543 Clayton Ave., St. Louis, Missouri 


Books for Your Trade Library 


JOHNSON’S HANDY MANUAL IN TWO 

volumes, one on plumbing, one on 
heating. By John W. Johnson. The 
author is a practical plumbing and 
heating man, having spent many years 
in workshops and has superintended 
the installation of P ober vis + 3 and heat- 
ing systems of all descriptions. Twelve 
editions of this popular book have been 
exhausted. The thirteenth is just off 
the press. Size, 4x6%. Cloth. Price 
$2.00 per volume. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 








_ EARL JUDD CORP. 


| JUDD TOILET SEATS 


ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 


Sold by leading jobbers everywhere 


WRIGLEY BUILDING 





CHICAGO 
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Give “The Story of the Bath” 
to Kiwants, L10ns, ‘Rotary (tubs 


ISTRIBUTE this interesting book- 
let— which has done so much to 
place the master plumber in a new 

light in the public eye—at meetings of 
the service clubs. They are on the look- 
out for material of this kind, inasmuch 
as their interest is in building up all 
branches of industry in the community. 
Spread the gospel of greater health 
through more frequent bathing among 
the men who are leaders in your 


community. They’ll broadcast it. 





Write for a free copy of ‘“‘The Story of the Bath’’ 


DOMESTIC ENGINEERING 


1900 Prairie Avenue Chicago, Illinois 














